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SUMMARY  OF  1993  CRUDE  OIL  RESERVE  CHANGES 


Over  the  past  year,  the  Board’s  Oil  Department  staff  has  designated  new  oil  pools,  revised  reserves  in 
existing  pools  because  of  new  drilling  or  reassessment  of  reserves,  and  approved  various  schemes  for 
improving  ultimate  oil  recovery.  These  changes  are  summarized  on  the  following  attachments: 

ATTACHMENT  I - pools  in  which  recoverable  reserves  were  revised  as  a result  of  operator  and/or 
Oil  Department  reservoir  studies.  Also  included  are  new  pools  declared  in 
1993,  pools  which  lost  their  confidential  status,  and  any  changes  to  pool 
names. 

ATTACHMENT  H - schemes  which  received  enhanced  recovery  recognition  during  1993. 

ATTACHMENT  HI  - newly  approved  enhanced  recovery  schemes  that  are  not  fully  operational  as  of 
year-end  1993  and  have  not  qualified  for  enhanced  recovery  status. 

Inquiries  concerning  this  publication  may  be  directed  to  the  Board’s  Oil  Department, 
telephone  297-8566. 

Yours  truly. 


T.  M.  Hurst 
Assistant  Manager 
Oil  Department 
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ATTACHMENT  I 


1993  RESERVE  CHANGES 
Initial  Established  Crude  Oil  Reserves 


Pool 

At  31  Dec. 

1992 

lC^m3 

At  31  Dec. 
1993 

ioV 

Change 

ioW 

Reason  for  Change 

Acheson  Blairmore  W 

0.1 

0.0 

-0.1 

Pool  deleted 

Acheson  D-2  D 

0.0 

2.7 

Acheson  East  Blairmore  B 

895.0 

905.0 

+ 1.3 

Coalesced  Detrital  A into  Blairmore  B Pool 

Acheson  East  Blairmore  K 

undef 

6.7 

0.0 

Alderson  Lower  Mannville 
(Primary) 

(Water  Flood) 

B 

0.0 

360.0 

102.0 

436.0 

+90.3 

+76.0 

Coalesced  Lower  Mannville  J2J  & B3B 
pools  into  Lower  Mannville  B Pool 

Alderson  Lower  Mannville 

H 

47.4 

54.2 

+6.8 

Re-evaluation  - Increased  Ri 

Alderson  Lower  Mannville 

N 

12.7 

15.2 

+2.5 

Re-evaluation  - Increased  Ri 

Alderson  Lower  Mannville 

DD 

9.4 

1.2 

-8.2 

Pool  abandoned 

Alderson  Lower  Mannville 
(Primary) 

(Water  Flood) 

QQ 

306.0 

0.0 

0.0 

378.0 

-306.0 

+378.0 

Enhanced  recovery  recognition 

Alderson  Lower  Mannville 

TT 

40.6 

129.0 

+ 88.4 

Pool  development  - Increased  N & Ri 

Alderson  Lower  Mannville 

XX 

0.4 

9.7 

+9.3 

Resumed  Production  Operations 

Alderson  Lower  Mannville 

AAA 

80.7 

91.5 

+ 10.8 

Re-evaluation  - Increased  Ri 

Alderson  Lower  Mannville 

DDD 

2.9 

2.8 

-0.1 

Pool  abandoned 

Alderson  Lower  Mannville 

H2H 

48.1 

55.5 

+7.4 

Re-evaluation  - Increased  Ri 

Alderson  Lower  Mannville 

K2K 

12.0 

15.2 

+3.2 

Re-evaluation  - Increased  Ri 

Alderson  Lower  Mannville 

L2L 

12.7 

13.8 

+ 1.1 

Re-evaluation  - Increased  Ri 

Alderson  Lower  Mannville 

Q2Q 

8.2 

9.2 

+ 1.0 

Re-evaluation  - Increased  Ri 

Alderson  Lower  Mannville 

R2R 

Conf 

20.7 

Alderson  Lower  Mannville 

T2T 

6.6 

8.6 

+2.0 

Re-evaluation  - Increased  Ri 

Alderson  Lower  Mannville 

W2W 

8.9 

11.7 

+2.8 

Re-evaluation  - Increased  N 

Alderson  Lower  Mannville 

X2X 

Conf 

0.1 

Pool  abandoned 

Alderson  Lower  Mannville 

Y2Y 

Conf 

18.1 

Alderson  Lower  Mannville 

Z2Z 

Conf 

66.6 

Alderson  Lower  Mannville 

A3A 

0.0 

12.0 

+ 12.0 

Previously  part  of  Lower  Mannville  AA 

Alderson  Lower  Mannville 

C3C 

Conf 

14.6 

Alderson  Lower  Mannville 

E3E 

0.0 

30.3 

+30.3 

New  pool  - previously  part  of  Lower  Mannville  Z2Z 

Alderson  Lower  Mannville 

F3F 

0.0 

10.8 

Alderson  Pekisko  C 

Conf 

0.2 

Pool  abandoned 

* Year-end  Review  Pools 
Abbreviations 
Ri  - Recovery  Factor 
Np  - Cumulative  Oil  Production 
RiN  - Established  Reserves 
N - Initial  Volume  in  Place 


ATTACHMENT  I (cont’d) 


Pool 

Alderson  Upper  Mannville  D (Water  Flood) 
Alderson  Upper  Mannville  S (Water  Flood) 
Alderson  Upper  Mannville  T 
Alderson  Upper  Mannville  U 

Alderson  Upper  Mannville  AA 
(Primary) 

(Water  Flood) 

Alderson  Upper  Mannville  DD 

Alderson  Upper  Mannville  YY  (Water  Flood) 

Alderson  Upper  Mannville  TTT 
(Primary) 

(Water  Flood) 

Alderson  Upper  Mannville  UUU 

Alderson  Upper  Mannville  VW 
(Primaty) 

(Water  Flood) 

Alderson  Upper  Mannville  XXX  (Water  Flood) 

Alderson  Upper  Mannville  ZZZ 

Amber  Keg  River  T 

Amber  Keg  River  W 

Amber  Keg  River  Y 

Amber  Keg  River  DD 

Amigo  Keg  River  F 

Atim  Wabamun  A 

Balsam  Halfway  A 

Bantry  Mannville  B 

Bantry  Mannville  D 

Bantry  Mannville  F 

Bantry  Mannville  I 

Bantry  Mannville  Z 

Bantry  Mannville  FF 

Bantry  Mannville  OO 

Bantry  Mannville  QQ 

Bantry  Mannville  SS 

Bantry  Mannville  TT 

Bantry  Mannville  UU 

Bantry  Mannville  W 

Bantry  Mannville  WW 


Initial  Established  Crude  Oil  Reserves 


At  31  Dec. 

At  31  Dec. 

1992 

1993 

Change 

UM 

KPm3 

lOV 

275.0 

220.0 

-55.0 

115.0 

175.0 

+60.0 

18.6 

22.3 

+3.7 

12.9 

13.7 

+0.8 

35.8 

0.0 

-35.8 

0.0 

52.5 

+52.5 

30.0 

0.0 

-30.0 

76.3 

162.0 

+ 85.7 

92.6 

0.0 

-92.6 

0.0 

135.0 

+ 135.0 

17.4 

0.0 

-17.4 

18.3 

0.0 

-18.3 

0.0 

252.0 

+233.7 

Conf 

32.0 

Conf 

2.8 

29.9 

39.0 

+9.1 

25.7 

48.2 

+22.5 

4.0 

24.1 

+20.1 

Conf 

0.2 

83.5 

26.4 

-57.1 

Conf 

0.4 

Conf 

10.2 

281.0 

299.0 

+ 18.0 

1427.0 

1594.0 

+ 167.0 

326.0 

203.0 

-123.0 

24.8 

0.0 

-24.8 

26.3 

14.5 

-11.8 

432.0 

648.0 

+216.0 

Conf 

15.3 

0.0 

31.1 

+31.1 

0.0 

13.4 

0.0 

0.0 

13.8 

0.0 

0.0 

33.6 

0.0 

0.0 

0.4 

0.0 

0.0 

50.0 

0.0 

Reason  for  Change 

Re-evaluation  - Decreased  Water  Flood  Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 

Enhanced  recovery  recognition 

Coalesced  into  Upper  Mannville  YY 

Coalesced  Upper  Mannville  DD  & UUU  into  YY, 
Enhanced  recovery  recognition 

Enhanced  recovery  recognition 

Coalesced  into  Upper  Mannville  YY 

Coalesced  Upper  Mannville  GGG  & VW  Pools 
Enhanced  recovery  recognition 

Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 

Re-evaluation  - Decreased  N & Ri 

Re-evaluation  - Increased  Ri 
Coalesced  with  Mannville  I Pool 
Re-evaluation  - Decreased  N & Increased  Ri 
Coalesced  into  Mannville  D Pool 
Pool  abandoned 

Pool  development  - Increased  Ri 

Previously  Vetger  Mannville  I Pool 
New  pool  - previously  part  of  Mannville  F Pool 
New  pool  - previously  part  of  Mannville  F Pool 
New  pool  - previously  part  of  Mannville  F Pool 
New  pool  - previously  part  of  Mannville  F Pool 
New  pool  - previously  part  of  Mannville  F Pool 


ATTACHMENT  I (cont’d) 


Initial  Established  Crude  Oil  Reserves 


At  31  Dec. 
1992 

At  31  Dec. 
1993 

Change 

Pool 

K^m3 

103m3 

lO^3 

Bantry  Mannville  XX 

0.0 

24.0 

0.0 

Bantry  Pekisko  L 

36.0 

45.0 

+9.0 

Bantry  Sunburst  A 

14.6 

16.9 

+2.3 

Bantry  Sunburst  D 

0.0 

0.4 

0.0 

Bantry  Sunburst  E 

0.0 

0.2 

0.0 

Barrhead  Banff  C 

undef 

11.1 

0.0 

Bashaw  D-2  C 
(Primary) 

420.0 

0.0 

-420.0 

(Water  Flood) 

0.0 

600.0 

+600.0 

Bashaw  D-2  D 

167.0 

107.0 

-60.0 

Bashaw  D-2  G (Water  Flood) 

823.0 

1324.0 

+501.0 

Bashaw  D-2  H 
(Primary) 

298.0 

0.0 

-298.0 

(Water  Rood) 

0.0 

425.0 

+425.0 

Bassano  Upper  Mannville  F 

Conf 

30.0 

Baxter  Lake  Wainwright 

228.0 

295.0 

+62.0 

Baxter  Lake  Wainwright  C 

98.9 

132.0 

+33.1 

Belloy  D-l  BB 

53.7 

78.4 

+24.7 

Bellshill  Lake  Blairmore 

14200.0 

16820.0 

+2620.0 

Berry  Upper  Mannville  J 

0.7 

1.2 

+0.5 

Berry  Upper  Mannville  V 

0.0 

10.5 

+ 10.5 

Bigoray  Ellerslie  G 

132.0 

172.0 

+40.0 

Bigoray  Ostracod  G 

Conf 

401.0 

Bilbo  A Cardium  A 

133.0 

188.0 

+55.0 

Bonanza  Doig  A 

19.7 

73.5 

+53.8 

Bonanza  Doig  C 

Conf 

51.0 

Boundary  Lake  South  Charlie  Lake  A 

11.6 

18.5 

+6.9 

Boundary  Lake  South  Triassic  J 

19.3 

25.1 

+5.3 

Boundary  Lake  South  Triassic  N 

173.0 

353.0 

+ 180.0 

Bow  Island  Glauconitic  C 

Conf 

36.4 

Bow  Island  Sawtooth  D 

67.2 

131.0 

+63.8 

Bow  Island  Sawtooth  G 

Conf 

69.6 

Brazeau  River  Belly  River  J 

0.1 

0.0 

-0.1 

Brazeau  River  Belly  River  FF 
(Primary) 

375.0 

0.0 

-375.0 

(Water  Flood) 

0.0 

625.0 

+625.0 

Brazeau  River  Belly  River  II 

322.0 

194.0 

-128.0 

Brazeau  River  Belly  River  CCC 

0.0 

114.0 

+ 114.0 

Reason  for  Change 

New  pool  - previously  part  of  Mannville  F Pool 

Re-evaluation  - Increased  Ri 

Re-evaluation  - Increased  Ri 

New  pool  - previously  part  of  Mannville  F Pool 

New  pool  - previously  part  of  Mannville  F Pool 

Enhanced  recovery  recognition 

Re-evaluation  - Decreased  N 
Enhanced  recovery  recognition 

Enhanced  recovery  recognition 
Re-evaluation  - Increased  Ri 

Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  N & Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  N & Ri 

Re-evaluation  - Increased  Ri 

Pool  development  - Increased  N & Ri 
Pool  development  - Increased  N 

Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Pool  development  - Increased  N 

Pool  development  - Increased  N & Ri, 

Coalesced  Sawtooth  H & I Pools 

Pool  deleted 

Enhanced  recovery  recognition 

Re-evaluation  - Decreased  N 

New  pool  - previously  part  of  Belly  River  II  Pool 


ATTACHMENT  I (cont’d) 


Initial  Established  Crude  Oil  Reserves 


Pool 

Brazeau  River  Cardium  T 
Brazeau  River  Nisku  A (Solvent  Flood) 
Brazeau  River  Nisku  D (Solvent  Flood) 
Brazeau  River  Nisku  E (Solvent  Flood) 

Brazeau  River  Viking  D 
(Primary) 

(Water  Flood) 

Cache  Viking  D 
Campbell-Namao  Blairmore  J 
Campbell-Namao  Blairmore  X 
Carmangay  Bow  Island  A 
Carmangay  Sunburst  A 
Caroline  Cardium  C 

Caroline  Cardium  E 
(Primary) 

(Solvent  Flood) 

Caroline  Elkton  M 
(Primary) 

(Water  Rood) 

Caroline  Second  White  Specks  C 
Caroline  Viking  N 
Caroline  Viking  P 
Caroline  Viking  S 
Carrot  Creek  Cardium  C 
Carrot  Creek  Cardium  F (Primary) 
Carrot  Creek  Cardium  JJ 
Carrot  Creek  Cardium  MM 
Carrot  Creek  Cardium  PP 
Cavalier  Ostracod  A 
Cecil  Charlie  Lake  O 

Cessford  Basal  Colorado  A (Primary) 
Cessford  Mannville  GGG 
Cessford  Mannville  L2L 
Cessford  Mannville  E4E 
Cessford  Mannville  G4G 
Cessford  Mannville  H4H 
Cessford  Mannville  T4T 
Cessford  Mannville  W4W 


At  31  Dec. 
1992 

ioW 

At  31  Dec. 

1993 

ioW 

Change 

K^m3 

9.8 

0.0 

-9.8 

3980.0 

4081.0 

+ 101.0 

1485.0 

1620.0 

+ 135.0 

1800.0 

1960.0 

+ 160.0 

20.5 

333.0 

12.6 

359.0 

-7.9 

+26.0 

0.2 

0.0 

-0.2 

100.0 

66.9 

-33.1 

17.6 

8.8 

-8.8 

undef 

2.2 

0.0 

133.0 

240.0 

+ 107.0 

9.5 

14.0 

+4.5 

30.0 

1320.0 

130.0 

1410.0 

+ 100.0 
+90.0 

103.0 

0.0 

1.5 

169.0 

-101.5 
+ 169.0 

34.4 

2.9 

-31.5 

0.3 

3.7 

+3.4 

0.4 

4.5 

+4.1 

140.0 

151.0 

+4.0 

63.6 

0.0 

-63.6 

0.0 

40.2 

+40.2 

89.7 

54.0 

-35.7 

21.3 

4.4 

-16.9 

44.1 

20.2 

-23.9 

Conf 

10.3 

32.3 

255.0 

+222.7 

616.0 

678.0 

+62.0 

5.4 

8.1 

+2.7 

5.8 

0.0 

-5.8 

5.5 

22.5 

+ 17.0 

Conf 

14.7 

Conf 

8.3 

Conf 

38.3 

Conf 

3.8 

Reason  for  Change 

Pool  deleted 

Re-evaluation  - Increased  Solvent  Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Solvent  Ri 

Enhanced  recovery  recognition 

Added  to  Cache  Viking  A Pool  (gas  pool) 
Re-evaluation  - Decreased  Ri 
Re-evaluation  - Decreased  N 

Pool  development  - Increased  N 
Pool  development  - Increased  N & Ri 

Re-evaluation  - Increased  N 

Enhanced  recovery  recognition 

Re-evaluation  - Decreased  N & Ri 
Resumed  Production  Operations 
Re-evaluation  - Increased  Ri 
Coalesced  Viking  S & DD  Pools 
Coalesced  with  Cardium  D Pool 
Establish  Primary  Reserves 
Re-evaluation  - Decreased  N 
Pool  abandoned 

Re-evaluation  - Decreased  N & Ri 

Coalesced  with  Earring  Charlie  Lake  C Pool  - 
Increased  N & Ri 

Re-evaluation  - Increased  Ri 
Resumed  production  operations  - Increased  Ri 
Coalesced  into  Mannville  Y & Z Pool 
Pool  development  - Increased  N & Ri 


ATTACHMENT  I (cont’d) 


Initial  Established  Crude  Oil  Reserves 


Pool 

Cessford  Viking  Y 
Chain  Banff  F 
Chamberlain  Blairmore 
Chauvin  Mannville  A (Primary) 

Chauvin  Sparky  A (Water  Flood) 

Chauvin  South  Colony  O 
Chauvin  South  General  Petroleum  C 

Chauvin  South  Sparky  E 
(Primary) 

(Water  Flood) 

Chauvin  South  Sparky  T 
Chauvin  South  Sparky  X 
Chauvin  South  Sparky  CC 

Chauvin  South  Sparky  A & B,  General 
Petroleum  A & Lloydminster  C 
(Primary) 

(Water  Flood) 

Chedderville  Viking  A 

Cherhill  Banff  A 
(Primary) 

(Water  Flood) 

Chigwell  Belly  River  D 
Clare sholm  Barons  A 
Clive  D-2  B (Water  Flood) 

Compeer  Banff  B 
Conrad  Ellis 

Countess  Basal  Quartz  D 

Countess  Lower  Mannville  S (Water  Flood) 

Countess  Ostracod  D 

Countess  Upper  Mannville  B 
(Primary) 

(Water  Flood) 

Countess  Upper  Mannville  D 
(Primary) 

(Water  Flood) 

Countess  Upper  Mannville  W 
Countess  Upper  Mannville  YY 


At  31  Dec. 

1992 

l^m3 

At  31  Dec. 

1993 

lOW 

Change 

103m3 

0.1 

0.0 

-0.1 

27.2 

4.5 

-20.6 

40.9 

33.5 

-7.4 

27.3 

34.1 

+6.8 

90.0 

105.0 

+ 15.0 

11.6 

13.9 

+2.3 

6.1 

22.8 

+ 16.7 

269.0 

1020.0 

43.8 

1284.0 

-225.2 

+264.0 

4.7 

5.3 

+0.6 

52.6 

68.4 

+ 15.8 

5.4 

6.3 

+0.9 

182.0 

2133.0 

802.0 

2832.0 

+27.0 

+289.0 

89.7 

241.0 

+98.5 

99.0 

2280.0 

160.0 

3420.0 

-209.0 
+ 1140.0 

undef 

3.9 

0.0 

60.0 

75.0 

+ 15.0 

180.0 

185.0 

+5.0 

25.5 

38.3 

+ 12.8 

533.0 

540.0 

+7.0 

0.0 

3.7 

+3.7 

30.6 

109.0 

+78.4 

13.0 

19.5 

+6.5 

68.0 

1440.0 

40.6 

1504.0 

-27.4 

+64.0 

50.9 

6150.0 

30.3 

6396.0 

-20.6 

+246.0 

86.4 

116.0 

+29.6 

147.0 

1103.0 

+956.0 

Reason  for  Change 

Pool  deleted 

Re-evaluation  - Decreased  N & Ri 
Pool  abandoned 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Pool  development  - Increased  N & Ri 

Re-evaluation  - Decreased  N & Increased  Ri. 
Enhanced  recovery  recognition 

Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 

Coalesced  Lloydminster  C Pool 
Water  Flood  expanded 

Coalesced  with  Strachan  Viking  A 

Coalesced  Banff  A & M Pools 
Increased  Waterflood  N & Ri 

Pool  abandoned 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Resumed  Production  Operations 
Enhanced  recovery  recognition 
Re-evaluation  - Increased  Ri 

Expansion  of  Water  Flood 

Re-evaluation  - Decreased  N 
Re-evaluation  - Increased  Ri 

Pool  development  - Increased  N 

Pool  development  - Increased  N & Ri, 
Enhanced  recovery  recognition 


ATTACHMENT  I (cont’d) 


Initial  Established  Crude  Oil  Reserves 


Pool 

Countess  Upper  Mannville  BBB 
(Primary) 

(Water  Flood) 

Countess  Upper  Mannville  EEE  (Water  Flood) 
Countess  Upper  Mannville  HHH  (Water  Flood) 

Countess  Upper  Mannville  ID 

Craigmyle  Banff  F 

Craigmyle  Ostracod  C 

Crossfield  Rundle  J 

Crossfield  Second  White  Specks  A 

Crystal  Belly  River  B 

Crystal  Viking  H 

Crystal  Viking  K 

Culp  Wabamun  G 

Culp  Wabamun  H 

Cygnet  Belly  River  A 

Cygnet  Viking  O 

Cyn-Pem  Belly  River  C (Primary) 

Cyn-Pem  Cardium  L (Water  Flood) 

Cyn-Pem  Cardium  U 
Cyn-Pem  Rock  Creek  I 
Davey  Belly  River  B 
Davey  Belly  River  G 
Davey  Ellerslie  A & Pekisko  E 
Deer  Ellerslie  A 
Dina  Sparky 
Dolcy  Lloydminster  A 
Drumheller  D-2  A 
Drumheller  Upper  Mannville  D 
Duhamel  D-3  B (Water  Flood) 

Eaglesham  North  D-l  H 
Eaglesham  North  D-l  I 
Eaglesham  North  D-l  J 
Eaglesham  North  D-l  N 
Eaglesham  North  D-l  W 
Eaglesham  North  D-l  X 
Edgerton  Lloydminster  E 


At  31  Dec. 

At  31  Dec. 

1992 

1993 

Change 

lt^m3 

10 3m3 

103m3 

22.8 

0.0 

-22.8 

0.0 

60.8 

+60.8 

Conf 

70.9 

0.0 

56.4 

+56.4 

Conf 

108.0 

76.1 

25.4 

-50.7 

0.0 

3.9 

68.3 

16.0 

-53.3 

41.7 

50.0 

+8.3 

Conf 

0.1 

120.0 

140.0 

+20.0 

0.0 

4.9 

12.9 

0.6 

-12.3 

79.4 

19.8 

-59.6 

14.2 

0.5 

-13.7 

30.0 

33.0 

+3.0 

0.0 

40.5 

+40.5 

350.0 

450.0 

+ 100.0 

10.9 

14.5 

+3.6 

0.6 

1.3 

+0.7 

167.0 

164.0 

-3.0 

0.0 

8.4 

+8.4 

0.0 

1.5 

+ 1.5 

0.0 

11.1 

86.3 

94.9 

+8.6 

Conf 

15.6 

1826.0 

1950.0 

+ 124.0 

3.7 

0.7 

-3.0 

1456.0 

1478.0 

+22.0 

129.0 

36.9 

-92.1 

64.0 

25.6 

-38.4 

70.8 

20.4 

-50.4 

79.4 

29.7 

-49.7 

Conf 

7.1 

Conf 

5.4 

10.5 

11.0 

+0.5 

Reason  for  Change 

Enhanced  recovery  recognition 

New  pool  - previously  part  of  D Pool, 
Enhanced  recovery  recognition 

Re-evaluation  - Decreased  N & Ri 

Re-evaluation  - Decreased  N & Ri 
Re-evaluation  - Increased  Ri 

Re-evaluation  - Increased  Ri 

Pool  abandoned 

Re-evaluation  - Decreased  N & Ri 
Pool  abandoned 
Re-evaluation  - Increased  Ri 
Establish  primary  reserves 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Decreased  N 
Previously  part  of  Davey  Belly  River  B 
Pool  separation  (previously  in  A Pool) 

Re-evaluation  - Increased  Ri 

Re-evaluation  - Increased  N 
Pool  abandoned 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Decreased  Ri 
Re-evaluation  - Decreased  Ri 
Pool  abandoned 

Re-evaluation  - Decreased  N & Ri 

Pool  abandoned 
Re-evaluation  - Increased  Ri 


ATTACHMENT  I (cont’d) 


Initial  Established  Crude  Oil  Reserves 


Pool 

At  31  Dec. 

1992 

lOV* 

At  3 1 Dec . 
1993 

lOW 

Change 

ioW 

Reason  for  Change 

Edgerton  Lloydminster  F 

10.5 

20.9 

+ 10.4 

Re-evaluation  - Increased  N 

Edgerton  Lloydminster  G 

6.6 

10.6 

+4.0 

Re-evaluation  - Increased  Ri 

Edgerton  Woodbend  A 

0.0 

114.0 

Edson  Cardium  W 

3.2 

0.0 

-3.2 

Pool  deleted 

Edson  Cardium  JJJ 

undef 

4.5 

0.0 

Pool  abandoned 

Edson  Rock  Creek  B 

Conf 

13.8 

Elnora  Lower  Mannville  B 

1.0 

1.0 

0.0 

Pool  abandoned 

Elnora  Upper  Mannville  N 

Conf 

2.4 

Enchant  Arcs  A 

133.0 

175.0 

+42.0 

Re-evaluation  - Decreased  N & Increased  Ri 

Enchant  Arcs  B 

20.7 

43.4 

+22.3 

Re-evaluation  - Increased  N 

Enchant  Arcs  E 

16.0 

24.0 

+ 8.0 

Re-evaluation  - Increased  Ri 

Enchant  Arcs  I 

40.4 

39.0 

-2.6 

Coalesced  Arcs  H & I Pools  - Increased  N & Decreased  Ri 

Enchant  Arcs  S 

9.2 

13.8 

+4.6 

Re-evaluation  - Increased  Ri 

Enchant  Arcs  LL 

16.7 

36.4 

+ 19.7 

Re-evaluation  - Increased  N & Decreased  Ri 

Enchant  Arcs  PP 

19.0 

88.7 

+56.3 

Coalesced  Arcs  PP  & QQ 

Enchant  Arcs  ZZ 

Conf 

5.8 

Enchant  Arcs  J & W 

37.3 

596.0 

+436.7 

Coalesced  with  Arcs  WW  & XX  Pools 

Enchant  Arcs  MM  & NN  (Water  Flood) 

119.0 

179.0 

+60.0 

Enhanced  recovery  recognition 

Enchant  Arcs  P & R 

82.5 

104.0 

+21.5 

Re-evaluation  - Increased  N 

Enchant  Arcs  RR  & SS 

Conf 

30.0 

Enchant  Arcs  AAA 

Conf 

377.0 

Enchant  Ellis  L 

662.0 

780.0 

+ 118.0 

Coalesced  Ellis  L & O Pools 

Enchant  Ellis  R 

Conf 

3.3 

Enchant  Ellis  S 

Conf 

25.0 

Enchant  Ellis  T 

Conf 

8.4 

Enchant  Livingstone  A 

100.0 

100.0 

0.0 

Renamed  Enchant  Detrital-Livingstone  A 

Enchant  Livingstone  C 

17.8 

18.3 

+0.5 

Re-evaluation  - Increased  N & Decreased  Ri 

Enchant  Livingstone  E 

29.1 

0.0 

-29.1 

Coalesced  into  Livingstone  C 

Enchant  Sunburst  D 

Conf 

16.5 

Enchant  Sunburst  E 

Conf 

1.0 

Enchant  Sunburst  F 

Conf 

4.0 

Enchant  Upper  Mannville  B 

13.0 

15.2 

+2.2 

Re-evaluation  - Increased  Ri 

Entice  Lower  Mannville  A 

6.6 

4.0 

-2.6 

Pool  abandoned 

Erskine  D-2  E 

0.1 

0.0 

-0.1 

Pool  deleted 

Esther  Bakken  B 

0.0 

5.4 

Esther  Upper  Mannville  I 

20.0 

24.0 

+4.0 

Re-evaluation  - Increased  Ri 

Esther  Upper  Mannville  M 

20.6 

0.0 

-20.6 

Pool  deleted 

ATTACHMENT  I (cont’d) 


Initial  Established  Crude  Oil  Reserves 


Pool 

At  3 1 Dec . 
1992 

ioV 

At  31  Dec. 
1993 

ioV 

Change 

103m3 

Reason  for  Change 

Evi  Gilwood  A 

203.0 

254.0 

+51.0 

Re-evaluation  - Increased  Ri 

Evi  Gilwood  Y 

11.1 

18.0 

+6.9 

Re-evaluation  - Increased  N & Ri 

Evi  Gilwood  AA 

3.3 

0.0 

-3.3 

Pool  deleted 

Evi  Gilwood  CC 

0.0 

6.5 

Evi  Gilwood  V & Granite  Wash  K 

13.5 

10.4 

-3.1 

Pool  abandoned 

Evi  Gilwood  X & Granite  Wash  R 

0.0 

91.5 

-0.1 

Commingled  Production 

Evi  Granite  Wash  V 

Conf 

26.0 

Evi  Slave  Point  B 

121.0 

145.0 

+24.0 

Re-evaluation  - Increased  Ri 

Excelsior  Mannville  F (Water  Flood) 

92.6 

276.0 

+ 183.4 

Enhanced  recovery  recognition 

Excelsior  Mannville  D,E,H,I 

134.1 

0.0 

-134.1 

Coalesced  into  Mannville  F 

Expanse  Gilwood  B 

undef 

0.8 

0.0 

Fairydell-Bon  Accord  Basal  Mannville  L 

0.0 

51.8 

Fairydell-Bon  Accord  Upper  Mannville  B 

0.0 

9.4 

Farrow  Glauconitic  B 

Conf 

24.2 

Fenn  Big  Valley  D-3  C 

44.0 

49.5 

+5.5 

Re-evaluation  - Increased  Ri 

Fenn  Big  Valley  D-3  H 

0.7 

4.8 

+4.1 

Re-evaluation  - Increased  Ri 

Fenn  West  D-3  E 

668.0 

519.0 

-149.0 

Re-evaluation  - Decreased  Ri 

Ferrier  Cardium  R & U 

0.0 

22.3 

0.0 

Commingled  production 

Ferrybank  Belly  River  C,  G & H 
(Primary) 

(Water  Flood) 

1300.0 

1410.0 

770.0 

2205.0 

-530.0 

+795.0 

Enhanced  recovery  recognition 

Fincastle  Taber  A 

undef 

10.5 

0.0 

Fincastle  Taber  B 

undef 

3.8 

0.0 

Fire  Keg  River  F 

46.3 

14.4 

-31.9 

Re-evaluation  - Decreased  N & Ri 

Fox  Creek  Gething  D & H 

51.6 

38.4 

-13.2 

Re-evaluation  - Increased  N & Decreased  Ri 

Gadsby  Mannville  K 

Conf 

4.4 

Gadsby  Mannville  L 

Conf 

12.3 

Gadsby  Mannville  N 

Conf 

3.5 

Galahad  Ellerslie  E 

9.4 

4.9 

-4.5 

Pool  abandoned 

Galahad  Ellerslie  H 

Conf 

10.0 

Galahad  Ellerslie  I 

Conf 

11.1 

Galahad  Ellerslie  J 

Conf 

4.1 

Garrington  Lower  Mannville  MM 

1.7 

0.0 

-1.7 

Name  change  - now  Garrington  Lower  Mannville  K & L 
(gas  pool) 

Garrington  Lower  Mannville  JJJ 

30.5 

7.6 

-22.9 

Re-evaluation  - Decreased  N 

Garrington  Lower  Mannville  SSS 

8.0 

2.0 

-6.0 

Re-evaluation  - Decreased  N & Ri 

Garrington  Lower  Mannville  TTT 

0.0 

15.5 

Garrington  Mannville  M 

10.6 

14.8 

+4.2 

Re-evaluation  - Increased  Ri 

ATTACHMENT  I (cont’d) 


Initial  Established  Crude  Oil  Reserves 


Pool 

Garrington  Mannville  R & Lower  Mannville  ZZ 
Garrington  Viking  Z 

Garrington  Viking  G & Lower  Mannville  RRR 

Ghost  Pine  Lower  Mannville  U 

Ghost  Pine  Upper  Mannville  D3D 

Gift  Gilwood  K 

Gift  Gilwood  M 

Gift  Gilwood  R 

Gift  Gilwood  S 

Gift  Gilwood  T 

Gilby  Basal  Mannville  GG 

Gilby  Basal  Mannville  PP 

Gilby  Basal  Mannville  QQ 

Gilby  Belly  River  E 

Gilby  Jurassic  J 

Gilby  Rundle  S 

Gilby  Second  White  Specks  A 

Gilby  Second  White  Specks  D 

Gilby  Second  White  Specks  E 

Gilby  Upper  Mannville  J 

Gilby  Upper  Mannville  K 

Glacier  Field 

Glenevis  Banff 

Gold  Creek  Charlie  Lake  B and  Doig  D 

Gold  Creek  Doig  B 

Gold  Creek  Doig  C 

Golden  Spike  D-2  A (Primary) 

Golden  Spike  D-3  A (Gas  Flood) 

Golden  Spike  D-3  C 
Gordondale  Charlie  Lake  B 
Gordondale  Doig  B 

Grand  Forks  Lower  Mannville  D (Primary) 
Grand  Forks  Lower  Mannville  H (Primary) 
Grand  Forks  Lower  Mannville  W 
Grand  Forks  Lower  Mannville  M & N 
Grand  Forks  Sawtooth  E 
Grand  Forks  Sawtooth  F 


At  3 1 Dec . 
1992 

103m3 

At  31  Dec. 
1993 

103m3 

Change 

103m3 

0.0 

23.2 

+23.2 

Conf 

19.2 

0.0 

9.5 

-5.9 

4.9 

0.8 

-4.1 

34.8 

2.9 

-31.9 

38.6 

48.3 

+9.7 

291.0 

278.0 

-13.0 

Conf 

36.8 

Conf 

25.8 

0.0 

27.3 

0.1 

37.1 

+37.0 

Conf 

10.2 

Conf 

33.9 

10.7 

15.0 

+4.3 

119.0 

208.0 

+89.0 

Conf 

11.7 

184.0 

227.0 

+43.0 

0.0 

41.7 

0.0 

14.2 

Conf 

420.0 

Conf 

103.0 

1629.0 

1700.0 

+71.0 

0.0 

20.5 

-8.0 

13.8 

0.0 

-13.8 

0.1 

14.7 

+ 14.6 

0.0 

68.6 

+68.6 

28370.0 

28770.0 

+400.0 

191.0 

196.0 

+5.0 

4.1 

0.4 

-3.7 

0.0 

20.3 

19.8 

60.3 

+40.5 

0.0 

10.0 

+ 10.0 

0.0 

2.6 

158.0 

179.0 

+21.0 

2.2 

0.0 

-2.2 

24.6 

30.8 

+6.2 

Reason  for  Change 

Establish  oil  reserves 

Pools  commingled 
Pool  abandoned 

Re-evaluation  - Decreased  N & Ri 
Re-evaluation  - Increased  Ri 
Coalesced  Gilwood  M & Q Pools 


Resumed  Production  Operations 

Re-evaluation  - Increased  Ri 
Coalesce  Jurassic  I & J Pools 

Pool  development  - Increased  N & Ri 


See  Pouce  Coupe  South  Field 
Re-evaluation  - Increased  Ri 
Pools  commingled 

Pool  deleted  (now  part  of  Gold  Creek  Doig  C) 
Pool  coalescence  Doig  B and  C Pools 
Established  primary  reserves 
Re-evaluation  - Increased  Ri  in  gas  flood 
Re-evaluation  - Increased  Ri 
Pool  abandoned 

Pool  development  - Increased  N 
Establish  primary  reserves 

Re-evaluation  - Increased  Ri 

Coalesced  into  Grand  Forks  Lower  Mannville  H 

Re-evaluation  - Increased  Ri 


ATTACHMENT  I (cont’d) 


Initial  Established  Crude  Oil  Reserves 


At  31  Dec. 
1992 

At  31  Dec. 
1993 

Change 

Pool 

K^m3 

103m3 

KPm3 

Grand  Forks  Sawtooth  I 

69.1 

82.9 

+ 13.8 

Grand  Forks  Sawtooth  O 

1550.0 

1772.0 

+222.0 

Grand  Forks  Sawtooth  U 

69.5 

139.0 

+69.5 

Grand  Forks  Sawtooth  W 

118.0 

139.0 

+21.0 

Grand  Forks  Sawtooth  Y 

21.1 

23.2 

+2.1 

Grand  Forks  Sawtooth  MM 
(Primary) 

10.8 

0.0 

-10.8 

(Water  Flood) 

2145.0 

2175.0 

+30.0 

Grand  Forks  Sawtooth  RR 

5.9 

1.9 

-4.0 

Grand  Forks  Sawtooth  DDD 

49.0 

52.5 

+3.5 

Grand  Forks  Sawtooth  PPP 

106.0 

140.0 

+34.0 

Grand  Forks  Sawtooth  F2F 

50.6 

63.3 

+ 12.7 

Grand  Forks  Sawtooth  H2H 

Conf 

31.0 

Grand  Forks  Sawtooth  K2K 

Conf 

37.8 

Grand  Forks  Sawtooth  L2L 

Conf 

36.6 

Grand  Forks  Sawtooth  M2M 

Conf 

20.0 

Grand  Forks  Sawtooth  N2N 

Conf 

17.3 

+ 11.6 

Grand  Forks  Sawtooth  020 

Conf 

8.4 

Grand  Forks  Sawtooth  P2P 

0.0 

46.4 

Grand  Forks  Sawtooth  Q2Q 

0.0 

9.0 

+ 7.8 

Grande  Prairie  Halfway  I 

0.5 

1.3 

+0.8 

Gunn  Banff  A 

15.0 

1.3 

-13.7 

Halkirk  Upper  Mannville  B 

0.2 

17.4 

+ 17.2 

Halkirk  Upper  Mannville  S 

Conf 

7.6 

Halkirk  East  Ellerslie  I 

164.0 

185.0 

+21.0 

Halkirk  East  Ellerslie  R 

0.0 

0.0 

Halkirk  East  Viking  D 

17.5 

17.5 

0.0 

Haitian  Belly  River  A 

0.0 

30.3 

Harmattan-Elkton  Cardium  A 

6.0 

9.0 

+3.0 

Hays  Arcs  B & H 

30.8 

46.2 

+ 15.4 

Hays  Glauconitic  A 

Conf 

7.2 

Hays  Lower  Mannville  G 

13.0 

16.2 

+3.2 

Hays  Lower  Mannville  H 

0.1 

0.0 

-0.1 

Hays  Lower  Mannville  I 

6.0 

7.4 

+ 1.4 

Hays  Lower  Mannville  W 

13.4 

17.9 

+4.5 

Hays  Sawtooth  B 

626.0 

991.0 

+365.0 

Hayter  Colony  B 

14.1 

19.7 

+5.6 

Reason  for  Change 

Re-evaluation  - Increased  Ri 

Re-evaluation  - Increased  Ri 

Re-evaluation  - Increased  Ri 

Pool  development  - Increased  N & Decreased  Ri 

Re-evaluation  - Increased  Ri 

Enhanced  recovery  recognition 

Pool  abandoned 
Re-evaluation  - Increased  Ri 
Pool  development  - Increased  N & Ri 
Re-evaluation  - Increased  Ri 


Coalesced  Bow  Island  Sawtooth  J into 
Grand  Forks  Sawtooth  N2N  Pool. 

Previously  part  of  Grand  Forks  Sawtooth  J Pool 
Re-evaluation  - Decreased  N & Increased  Ri 
Pool  abandoned 

Pool  development  - Increased  N & Ri 

Re-evaluation  - Increased  Ri 

Added  to  Ellerslie  N Pool 

Name  change  to  Provost  Viking  PPP 

Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 

Re-evaluation  - Increased  Ri 
Pool  deleted  (no  production) 

Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  N & Ri 
Re-evaluation  - Increased  Ri 


ATTACHMENT  I (cont’d) 


Pool 

Hayter  Dina  A (Water  Flood) 

Hayter  Sparky  B 

Hayter  Sparky  X 

Hector  Upper  Mannville  B 

Herronton  Turner  Valley  B 

Herronton  Turner  Valley  C 

High  River  Sawtooth  A 

Highvale  Banff  E 

Highvale  Lower  Mannville  W 

Homeglen  Rimbey  D-3 

Horsefly  Lake  Mannville  (Water  Flood) 

Horsefly  Lake  Mannville  C 

Hotchkiss  Gilwood  A 

Hotchkiss  Gilwood  B 

Hussar  Glauconitic  G 

Hutch  Slave  Point  E 

Jenner  Pekisko  L 

Jenner  Upper  Mannville  E (Primary) 
Jenner  Upper  Mannville  F 

Jenner  Upper  Mannville  O 
(Primary) 

(Water  Flood) 

Jenner  Upper  Mannville  DDD 
Jenner  Upper  Mannville  JJJ 

Joffre  D-2 
(Primary) 

(Water  Flood) 

Joffre  D-2  B 
Joffre  D-2  C 
Joffre  D-3  E 

Joffre  Viking 
(Water  Flood) 

(Solvent  Flood) 

Joffre  Viking  B 

Johnson  Glauconitic  B 
(Primary) 

(Water  Flood) 

Johnson  Glauconitic  G 

Johnson  Glauconitic  H 


Initial  Established  Crude  Oil  Reserves 


At  31  Dec. 

1992 

K^m3 

At  31  Dec. 
1993 

103m3 

Change 

103m3 

2571.0 

3306.0 

+735.0 

6.1 

10.5 

+4.4 

Conf 

5.5 

1.9 

10.3 

+ 8.4 

41.2 

77.8 

+36.6 

Conf 

33.9 

undef 

8.3 

0.0 

27.7 

13.9 

-13.8 

0.0 

5.3 

1341.0 

2265.0 

+924.0 

1160.0 

1358.0 

+ 198.0 

undef 

0.3 

-1.1 

132.0 

0.0 

-132.0 

Conf 

605.0 

55.6 

64.8 

+9.2 

0.1 

0.0 

-0.1 

4.8 

8.2 

+3.4 

34.8 

52.2 

+ 17.4 

213.0 

521.0 

+308.0 

791.0 

0.0 

54.3 

1835.0 

-736.7 
+ 1101.0 

27.3 

54.6 

+27.3 

0.0 

21.0 

534.0 

9596.0 

450.0 

7996.0 

-84.0 

-1600.0 

Conf 

69.0 

Conf 

24.2 

undef 

2.5 

0.0 

5626.0 

636.0 

5142.0 

1270.0 

-484.0 

+634.0 

114.0 

122.0 

+ 8.0 

150.0 

520.0 

14.0 

792.0 

-136.0 

+272.0 

1.5 

4.8 

+3.3 

Conf 

219.0 

+91.6 

Reason  for  Change 

Pool  development  - Increased  Ri 
Re-evaluation  - Increased  Ri 

Pool  development  - Increased  N & Ri 
Pool  development  - Increased  N 

Re-evaluation  - Decreased  N 

Pool  development  - Increased  N & Ri 
Re-evaluation  - Increased  Ri 
Pool  abandoned 
Coalesced  into  Gilwood  B 

Re-evaluation  - Increased  Ri 
Pool  deleted 

Re-evaluation  - Increased  N 
Pool  development  - Increased  Ri 
Pool  development  - Increased  N & Ri 

Enhanced  recovery  recognition 

Pool  development  - Increased  Ri 

Re-evaluation  - Decreased  primary  and  waterflood  Ri 


New  Solvent  Flood 

Re-evaluation  - Increased  Ri 

Enhanced  recovery  recognition.  Coalescenced 
with  Rainier  Glauconitic  E 

Re-evaluation  - Increased  N & Ri 

Coalesced  with  Newell  Glauconitic  B 


ATTACHMENT  I (cont’d) 


Initial  Established  Crude  Oil  Reserves 


Pool 

At  31  Dec. 
1992 

ioW 

At  31  Dec. 
1993 

K^m3 

Change 

lOW 

Reason  for  Change 

Johnson  Glauconitic  I 

0.0 

51.0 

-14.4 

New  pool  - previously  Newell  Glauconitic  A 

Judy  Creek  Beaverhill  Lake  A 
(Primary) 

(Water  Flood) 

(Solvent  Flood) 

18.0 

25960.0 

31340.0 

28.2 

24130.0 

33570.0 

+ 10.2 
-1830.0 
+2230.0 

Solvent  Flood  expansion 

Judy  Creek  Beaverhill  Lake  B 
(Solvent  Flood) 

(Water  Flood) 

6961.0 

12950.0 

7809.0 

12270.0 

+ 848.0 
-680.0 

Solvent  Flood  expansion 

Jumpbush  Lower  Mannville  B 

undef 

2.1 

0.0 

Jumpbush  Upper  Mannville  F 

26.5 

122.0 

+95.5 

Pool  development  - Increased  N & Ri 

Jumpbush  Upper  Mannville  M 

31.9 

63.8 

+31.9 

Re-evaluation  - Increased  Ri 

Jumpbush  Upper  Mannville  P 

Conf 

41.6 

Jumping  Pound  Viking  A 

Conf 

13.5 

Kakut  Charlie  Lake  B (Water  Flood) 

331.0 

392.0 

+61.0 

Enhanced  recovery  recognition  - Increased  Water  Flood  Ri 

Kakwa  A Cardium  A 
(Primary) 

(Gas  Flood) 

387.0 

1411.0 

551.0 

1466.0 

+ 164.0 
+55.0 

Re-evaluation  - Increased  N & Ri 

Re-evaluation  - Increased  N 

Kakwa  Main  Cardium  A 

159.0 

225.0 

+66.0 

Pool  development  - Increased  N 

Kaybob  Beaverhill  Lake  B 

203.0 

171.0 

-32.0 

Re-evaluation  - Increased  N & Decreased  Ri 

Kaybob  Gething  K 

80.0 

95.0 

+ 15.0 

Re-evaluation  - Increased  Ri 

Kaybob  Gething  O 

27.3 

46.1 

+ 18.8 

Re-evaluation  - Increased  Ri 

Kaybob  South  Triassic  A 
(Solvent  Flood) 

(Water  Flood) 

8800.0 

8900.0 

7975.0 

9900.0 

-825.0 
+ 1000.0 

Re-evaluation  - Decreased  Solvent  Ri 

Re-evaluation  - Increased  Ri 

Kaybob  Triassic  A 

8.0 

1.6 

-6.4 

Pool  abandoned 

Kelsey  Lower  Mannville  A 

0.2 

3.8 

+3.6 

Pool  development  - Decreased  N & Increased  Ri 

Kidney  Keg  River  V 

21.3 

25.0 

+3.7 

Re-evaluation  - Increased  N 

Kidney  Keg  River  KK 

2.3 

11.6 

+9.3 

Re-evaluation  - Increased  Ri 

Kidney  Keg  River  LL 

0.4 

4.3 

+3.9 

Resumed  Production  Operations 

Kidney  Keg  River  NN 

5.7 

17.0 

+ 11.3 

Re-evaluation  - Increased  Ri 

Kidney  Keg  River  FFF 

80.8 

0.0 

-80.8 

Added  to  Keg  River  GGG  Pool 

Kidney  Keg  River  TTT 

Conf 

7.6 

Killam  Ellerslie  JJ 

10.1 

49.4 

+39.3 

Pool  development  - Increased  N & Ri 

Killam  Ellerslie  MM 

33.8 

72.3 

+38.5 

Pool  development  - Increased  N & Ri 

Killam  Ellerslie  NN 

271.0 

365.0 

+94.0 

Re-evaluation  - Increased  N & Ri 

Killam  Ellerslie  QQ 

Conf 

7.7 

Killam  Upper  Viking  B 

47.7 

50.9 

+3.2 

Re-evaluation  - Increased  Ri 

Killam  Upper  Viking  D 

0.5 

0.0 

-0.5 

Pool  deleted 

Kitty  Slave  Point  D 

16.5 

2.5 

-14.0 

Pool  abandoned 

Kitty  Slave  Point  I 

9.2 

1.4 

-7.8 

Pool  abandoned 

ATTACHMENT  I (cont’d) 


Initial  Established  Crude  Oil  Reserves 


At  31  Dec.  At  31  Dec. 

1992  1993  Change 

Pool  103m3  nAn3  103m3  Reason  for  Change 


Kitty  Slave  Point  J undef 

Knopcik  Boundary  A Conf 

La  Glace  Boundary  A 44.4 

Lacombe  Nisku  E 10.0 

Larne  Keg  River  E 52.3 

Lame  Keg  River  G 57.2 

Lame  Keg  River  R 39.8 

La  thorn  Upper  Mannville  N 10.0 

Leahurst  Glauconitic  C Conf 

Leahurst  Glauconitic  D Conf 

Leahurst  Mannville  V 10.6 

Leaman  Nordegg  A 2.9 

Leduc-Woodbend  Blairmore  W & X 0.0 

Leduc-Woodbend  D-2  H 33.2 

Leland  Second  White  Specks  A 0.1 

Leo  Upper  Mannville  D 16.3 

Little  Bow  Lower  Mannville  P 0.9 

Little  Bow  Upper  Mannville  G (Primary)  0.0 

Little  Bow  Upper  Mannville  I 

(Primary)  47.1 

(Water  Flood)  340.0 

Little  Bow  Upper  Mannville  P 40.0 

Little  Bow  Upper  Mannville  U (Primary)  28.3 

Little  Bow  Upper  Mannville  JJ  2.6 

Little  Bow  Upper  Mannville  TT  0.0 

Little  Bow  Upper  Mannville  UU  0.0 

Little  Horse  Gilwood  C 56.4 

Little  Horse  Gilwood  E 80.8 

Little  Horse  Gilwood  G Conf 

Little  Horse  Gilwood  H Conf 

Lloydminster  Colony  G 7.9 

Lloydminster  Cummings  A 10.8 

Lloydminster  General  Petroleum  J 46.1 

Lloydminster  General  Petroleum  U 2.9 

Lloydminster  Lloydminster  F 3 .5 

Lloydminster  Sparky  ZZ  0.5 

Lloydminster  Sparky  Q & General  Petroleum  BB  0.0 

Lloydminster  Sparky  FFF  0.1 


29.3 

0.0 

43.0 

46.6 

+2.2 

Re-evaluation  - Increased  Ri 

12.5 

+2.5 

Re-evaluation  - Increased  Ri 

83.8 

+31.5 

Resumed  Production  Operations 

44.0 

-13.2 

Pool  abandoned 

30.4 

-9.4 

Pool  abandoned 

20.0 

+ 10.0 

Re-evaluation  - Increased  N 

9.6 

110.0 

20.7 

+ 10.1 

Re-evaluation  - Increased  N & Ri 

8.6 

+5.7 

Re-evaluation  - Increased  Ri 

12.2 

+ 12.2 

Establish  Oil  Reserves 

0.4 

-32.8 

Pool  abandoned 

0.0 

-0.1 

Pool  deleted 

24.5 

+8.2 

Re-evaluation  - Increased  Ri 

8.0 

+7.1 

Pool  development  - Increased  N & Ri 

22.9 

+22.9 

Establish  primary  reserves 

107.0 

539.0 

+59.9 
+ 199.0 

Pool  development  - Increased  N & Ri 

52.0 

+ 12.0 

Re-evaluation  - Increased  Ri 

0.0 

-28.3 

Delete  primary  reserves 

0.4 

-2.2 

Pool  abandoned 

28.3 

+28.3 

Previously  part  of  Upper  Mannville  U 

5.6 

80.5 

+24.1 

Pool  development  - Increased  N & Ri 

193.0 

+ 112.2 

Pool  development  - Increased  N 

3.9 

35.8 

5.7 

-2.2 

Pool  abandoned 

49.2 

-18.0 

Coalesced  Lloydminster  Cummings  A,B  & G 

109.0 

+62.9 

Re-evaluation  - Increased  N 

0.0 

-2.9 

Pool  deleted 

5.3 

+ 1.8 

Re-evaluation  - Increased  Ri 

0.0 

-0.5 

Coalesced  into  Sparky  FFF 

700.0 

+373.0 

Pools  commingled 

0.6 

+0.5 

Re-evaluation  - Increased  N 

ATTACHMENT  I (cont’d) 


Initial  Established  Crude  Oil  Reserves 


Pool 

At  31  Dec. 
1992 

ioW 

At  31  Dec. 

1993 

lOW 

Change 

lCPm3 

Reason  for  Change 

Lloydminster  Sparky  KKK 

1.0 

6.9 

+5.9 

Resumed  Production  Operations 

Lloydminster  Sparky  F2F 

14.6 

19.4 

+4.8 

Re-evaluation  - Increased  Ri 

Lochend  Cardium  M 

9.6 

14.4 

+4.8 

Re-evaluation  - Increased  Ri 

Long  Coulee  Glauconitic  A 

0.0 

9.1 

+9.1 

Previously  part  of  Glauconitic  H 

Long  Coulee  Glauconitic  II 

Conf 

0.2 

Pool  abandoned 

Long  Coulee  Glauconitic  JJ 

Conf 

2.7 

Long  Coulee  Sunburst  I 
(Primary) 

(Gas  Flood) 

182.0 

0.0 

0.0 

243.0 

-182.0 

+243.0 

Enhanced  recovery  recognition 

Long  Coulee  Sunburst  L 

11.9 

34.5 

+22.6 

Pool  development  - Increased  N & Decreased  Ri 

Long  Coulee  Sunburst  N 

Conf 

26.1 

Long  Coulee  Sunburst  P 

Conf 

183.0 

Coalesced  with  Sunburst  E,  O & Glauconitic  G Pools 

Loon  Slave  Point  J 

8.2 

12.3 

+4.1 

Re-evaluation  - Increased  Ri 

Loon  Slave  Point  K 

undef 

4.4 

0.0 

Loon  Slave  Point  A & Granite  Wash  J (Primary) 

0.0 

195.0 

+0.1 

Commingled  production 

Loon  Slave  Point  C & Granite  Wash  B 

0.0 

182.0 

-19.9 

Commingled  production 

Majorville  Upper  Mannville  B 

244.0 

325.0 

+81.0 

Pool  development  - Increased  Ri 

Majorville  Upper  Mannville  P 

Conf 

10.2 

Malmo  Ellerslie  F 

0.0 

5.6 

Manola  Lower  Mannville  J 

13.3 

0.0 

-13.3 

Coalesced  into  Lower  Mannville  I 

Manola  Lower  Mannville  L 

Conf 

25.0 

Manyberries  Jurassic  A 

Conf 

5.4 

Manyberries  Sunburst  C 

161.0 

142.0 

-19.0 

Re-evaluation  - Decreased  Ri 

Manyberries  Sunburst  Q (Primary) 

66.0 

102.0 

+36.0 

Re-evaluation  - Increased  N & Ri 

Manyberries  Sunburst  JJ  (Water  Flood) 

410.0 

462.0 

+52.0 

Re-evaluation  - Increased  Ri 

Manyberries  Swift  B 

66.6 

68.0 

+ 1.4 

Re-evaluation  - Increased  N 

Matziwin  Pekisko  D 

40.6 

60.9 

+ 11.5 

Coalesced  Pekisko  C & D Pools 

Mcleod  Gething  J 

8.4 

12.6 

+4.2 

Re-evaluation  - Increased  Ri 

McLeod  Gething  P & Q 

15.8 

0.0 

-15.8 

Pool  deleted  - reclassified  as  gas 

Medicine  Hat  Lower  Mannville  C 

12.7 

19.1 

+6.4 

Re-evaluation  - Increased  Ri 

Medicine  River  Basal  Quartz  K 

62.6 

34.4 

-28.2 

Re-evaluation  - Decreased  Ri 

Medicine  River  Basal  Quartz  II 

6.4 

0.0 

-6.4 

Pool  deleted  (now  part  of  Glauconitic  I & Elkton  Sunda  A 
commingled) 

Medicine  River  Basal  Quartz  KK 

0.0 

38.3 

Previously  Jurassic  K Pool 

Medicine  River  Cooking  Lake  A 

10.0 

0.2 

-9.8 

Pool  abandoned 

Medicine  River  Jurassic  A 
(Primary) 

(Water  Flood) 

0.0 

1957.0 

48.8 

2060.0 

+48.8 
+ 103.0 

Pool  development  - Set  primary  reserves 

Re-evaluation  - Increased  Ri 

ATTACHMENT  I (cont’d) 


Pool 

Medicine  River  Jurassic  C (Primary) 
Medicine  River  Jurassic  L 
Medicine  River  Jurassic  R 
Medicine  River  Jurassic  U 
Medicine  River  Jurassic  W 
Medicine  River  Jurassic  X (Primary) 
Medicine  River  Ostracod  C 
Medicine  River  Ostracod  AA 
Medicine  River  Pekisko  B (Primary) 
Medicine  River  Pekisko  E (Primary) 
Medicine  River  Pekisko  I 
Medicine  River  Pekisko  S 
Michichi  Banff  L 
Michichi  Banff  T 
Michichi  Lower  Mannville  I 
Michichi  Upper  Mannville  N 
Mikwan  D-2  B 
Mikwan  Upper  Mannville  S 
Milo  Ellerslie  A 

Minnehik-Buck  Lake  Cardium  A 
Minnehik-Buck  Lake  Cardium  P 
Minnehik-Buck  Lake  Viking  C 
Minnehik-Buck  Lake  Viking  I 
Mirage  Halfway  B 
Mulligan  Charlie  Lake  C 
Musreau  Cardium  A 
Nevis  Blairmore  C 

Nevis  Blairmore  A & Lower  Mannville  J 

Nevis  Devonian 

Nevis  Upper  Mannville  A 

New  Norway  Basal  Quartz  C 

New  Norway  Blairmore 

New  Norway  D-3 

New  Norway  Ellerslie  A 

New  Norway  Ellerslie  B 

Ninastoko  Banff  A 

Ninastoko  Rundle  A 


Initial  Established  Crude  Oil  Reserves 


At  31  Dec. 

At  31  Dec. 

1992 

1993 

Change 

103m3 

103m3 

io-W 

107.0 

194.0 

+ 87.0 

3.8 

6.4 

+2.6 

22.8 

51.4 

+28.6 

0.0 

8.5 

0.0 

10.1 

+ 10.0 

0.0 

31.0 

-1.5 

99.5 

164.0 

-8.3 

0.0 

6.8 

0.0 

33.0 

+33.0 

50.1 

75.1 

+25.0 

1336.0 

1486.0 

+ 150.0 

44.9 

117.0 

+72.1 

13.5 

18.8 

+5.3 

24.7 

2.7 

-22.0 

80.6 

21.0 

-59.6 

0.0 

9.3 

158.0 

180.0 

+22.0 

Conf 

48.4 

0.0 

4.1 

14.5 

18.1 

+3.6 

0.1 

3.2 

+3.1 

69.4 

34.7 

-34.7 

9.7 

13.0 

+3.3 

128.0 

276.0 

+ 148.0 

10.9 

21.8 

+ 10.9 

0.0 

8.9 

240.0 

288.0 

+48.0 

0.0 

86.4 

+28.9 

14.8 

14.2 

-0.6 

172.0 

302.0 

+57.8 

0.8 

0.0 

0.0 

0.2 

0.0 

0.0 

191.0 

181.6 

-9.4 

0.0 

88.1 

0.0 

160.0 

+ 118.5 

undef 

0.9 

0.0 

0.0 

17.4 

Reason  for  Change 

Re-evaluation  - Increased  N & Ri 
Re-evaluation  - Increased  Ri 
Pool  development  - Increased  N 

Previously  part  of  Basal  Quartz  HH  Pool 

New  pool  - previously  Basal  Quartz  G & HH  pools 

Coalesced  Ostracod  C & W Pools 

Established  primary  reserves 

Pool  development  - Increased  N 

Re-evaluation  - Increased  N 

Pool  development  - Increased  N & Ri 

Re-evaluation  - Increased  Ri 

Pool  abandoned 

Re-evaluation  - Decreased  N & Ri 

Re-evaluation  - Increased  Ri 

Re-evaluation  - Increased  Ri 
Resumed  Production  Operations 
Re-evaluation  - Decreased  Ri 
Re-evaluation  - Increased  Ri 
Pool  development  - Increased  N & Ri 
Re-evaluation  - Increased  Ri 

Re-evaluation  - Increased  Ri 
Pools  commingled  - Increased  N 
Pool  abandoned 

Coalesced  Nevis  Upper  Mannville  A,  D & E Pools 
Renamed  Ellerslie  G Pool 
Renamed  Ellerslie  C Pool 
Pool  abandoned 

Pool  development  - previously  Basal  Quartz  D Pool 


ATTACHMENT  I (cont’d) 


Initial  Established  Crude  Oil  Reserves 


Pool 

At  31  Dec. 

1992 

lC^m3 

At  31  Dec. 

1993 

lCPm3 

Change 

ioW 

Reason  for  Change 

Nipisi  Gilwood  A (Solvent  Flood) 

43810.0 

39570.0 

-4240.0 

Re-evaluation  - Decreased  Ri 

Nipisi  Gilwood  C 

630.0 

838.0 

+208.0 

Re-evaluation  - Increased  Ri 

Nipisi  Gilwood  E 

20.3 

27.0 

+6.7 

Re-evaluation  - Increased  Ri 

Nipisi  Keg  River  Sandstone  P 

Conf 

16.9 

Niton  Rock  Creek  N 

24.8 

191.0 

+ 166.2 

Pool  development  - Increased  N & Ri 

Normandville  Pekisko  A 

6.8 

29.0 

+21.4 

Re-evaluation  - Increased  Ri 

Norris  Upper  Mannville  H 

16.6 

58.8 

+42.2 

Pool  development  - Increased  N 

Ogston  Granite  Wash  B 

92.7 

104.0 

+ 11.3 

Pool  development  - Decreased  N & Increased  Ri 

Okotoks  Ellerslie  A 

Conf 

5.4 

Otter  Granite  Wash  K 

32.2 

217.0 

+ 120.9 

Pool  coalescence.  Granite  Wash  K,  Q & DD  pools 

Otter  Granite  Wash  W 

33.4 

60.6 

+27.2 

Pool  development  - Increased  N 

Otter  Granite  Wash  AA 

Conf 

15.7 

Paddle  River  Jurassic-Detrital-Rundle  B 

0.0 

0.2 

+0.2 

Previously  gas  pool 

Panny  Keg  River  C 

366.0 

425.0 

+59.0 

Pool  development  - Increased  N 

Panny  Keg  River  F 

30.0 

85.1 

+55.1 

Pool  development  - Increased  N 

Panny  Keg  River  O 

0.4 

11.6 

+ 11.2 

Resumed  Production  Operations 

Pearl  Banff  A 

9.2 

11.0 

+ 1.8 

Re-evaluation  - Increased  Ri 

Peco  Belly  River  G 

0.1 

0.0 

-0.1 

Pool  deleted 

Peco  Belly  River  J 

0.1 

0.0 

-0.1 

Pool  deleted 

Peco  Belly  River  K 

1.6 

17.0 

+ 15.4 

Resumed  Production  Operations 

Peco  Cardium  F 

0.1 

0.0 

-0.1 

Pool  deleted 

Pembina  Belly  River  I (Primary) 

432.0 

889.0 

+457.0 

Pool  development  - Increased  N 

Pembina  Belly  River  II 

70.2 

84.2 

+ 14.0 

Re-evaluation  - Increased  Ri 

Pembina  Belly  River  C & O 
(Primary) 

(Water  Flood) 

417.0 

6766.0 

1374.0 

19070.0 

-44.3 

-2016.0 

Coalesced  Belly  River  B,  L,  U,  X,  LL 
& F3F  into  Belly  River  C - Decreased  Ri 

Pembina  Belly  River  DDD  (Primary) 

19.7 

22.8 

+3.1 

Pool  development  - Increased  N 

Pembina  Belly  River  ZZZ 

26.0 

0.0 

-26.0 

Coalesced  into  Belly  River  C & O Pool 

Pembina  Belly  River  A2A 

87.5 

52.5 

-35.0 

Re-evaluation  - Decreased  Ri 

Pembina  Belly  River  M2M 

43.5 

10.2 

-33.3 

Re-evaluation  - Decreased  N & Ri 

Pembina  Belly  River  N2N 

12.1 

0.9 

-11.2 

Pool  abandoned 

Pembina  Belly  River  N3N 

4.4 

0.0 

-4.4 

Pool  deleted 

Pembina  Belly  River  V3V 

0.0 

12.6 

Pembina  Cardium  D 

10.5 

0.0 

-10.5 

Coalesced  into  Pembina  Cardium 

Pembina  Cardium  L (Water  Flood) 

63.5 

83.5 

+20.0 

Re-evaluation  - Increased  Water  Flood  recovery  Factor 

Pembina  Cardium  O 

0.1 

0.2 

+0.1 

Pool  abandoned 

Pembina  Cardium  V 

Conf 

4.8 

Pembina  Cardium  X 

undef 

1.6 

0.0 

ATTACHMENT  I (cont’d) 


Initial  Established  Crude  Oil  Reserves 


At  31  Dec. 

At  31  Dec. 

1992 

1993 

Change 

Pool 

lC^m3 

103m3 

103m3 

Reason  for  Change 

Pembina  Ellerslie  V 

0.0 

6.2 

Pembina  Ellerslie  W 

0.0 

9.1 

Pembina  Glauconitic  R 

244.0 

326.0 

+ 82.0 

Re-evaluation  - Increased  Ri 

Pembina  Glauconitic  GG 

5.5 

7.4 

+ 1.9 

Re-evaluation  - Increased  Ri 

Pembina  Jurassic  A 

13.8 

20.7 

+ 6.9 

Re-evaluation  - Increased  Ri 

Pembina  Jurassic  Q (Primary) 

27.1 

11.9 

-15.2 

Re-evaluation  - Decreased  N and  Ri 

Pembina  Jurassic  PP 

Conf 

8.5 

Pembina  Nisku  B (Water  Flood) 

28.0 

60.5 

+32.5 

Re-evaluation  - Increased  N & Ri 

Pembina  Nisku  T (Water  Flood) 

200.0 

360.0 

+ 160.0 

Enhanced  recovery  recognition 

Pembina  Ostracod  F 

18.5 

27.8 

+9.3 

Re-evaluation  - Increased  Ri 

Pembina  Second  White  Specks  C 

Conf 

7.0 

Penhold  Lower  Mannville  F 

7.6 

10.0 

+2.4 

Re-evaluation  - Increased  Ri 

Pincher  Creek  Lower  Mannville  B 

7.8 

0.0 

-7.8 

Pool  abandoned  - No  production 

Pine  Creek  Cardium  L 

6.5 

9.7 

+3.2 

Re-evaluation  - Increased  Ri 

Pine  Creek  Cardium  J & K 

2.3 

3.4 

+ 1.1 

Re-evaluation  - Increased  N & Ri 

Pouce  Coupe  South  Boundary  C 

13.3 

16.0 

+2.7 

Re-evaluation  - Increased  Ri 

Pouce  Coupe  South  Boundary  K 

0.0 

90.9 

Name  change,  previously  Glacier  Boundary  A 

Pouce  Coupe  South  Charlie  Lake  D 

3.6 

7.2 

+3.6 

Name  change,  previously  Glacier  Charlie  Lake  A 

Princess  Basal  Mannville  E 

4.4 

11.7 

+7.3 

Resumed  Production  Operations 

Princess  Basal  Mannville  AA 

Conf 

0.5 

Pool  abandoned 

Princess  Glauconitic  A 

Conf 

0.1 

Pool  abandoned 

Princess  Pekisko  G 

Conf 

1.1 

Pool  abandoned 

Princess  Pekisko  J 

Conf 

15.0 

Princess  Pekisko  K 

undef 

14.7 

0.0 

Progress  Boundary  C 

Conf 

54.4 

+ 19.6 

Coalesced  Boundary  C & D Pools 

Progress  Doe  Creek  A 

(Primary) 

350.0 

120.0 

-230.0 

Enhanced  recovery  recognition 

(Water  Flood) 

0.0 

352.0 

+352.0 

Progress  Doig  A 

7.9 

19.9 

+ 12.0 

Re-evaluation  - Increased  Ri 

Progress  Halfway  J 

(Primary) 

100.0 

0.0 

-100.0 

Enhanced  recovery  recognition 

(Water  Flood) 

0.0 

180.0 

+ 180.0 

Provost  Basal  Quartz  C 

1960.0 

2097.0 

+ 137.0 

Pool  development  - Increased  N 

Provost  Colony  F 

2.3 

3.2 

+0.9 

Re-evaluation  - Increased  Ri 

Provost  Colony  C & Lloydminster  BBB 

0.0 

1.8 

-4.2 

Pools  commingled  & abandoned 

Provost  Cummings  F 

26.4 

34.3 

+7.9 

Re-evaluation  - Increased  Ri 

Provost  Cummings  I 

62.6 

3153.0 

+2339.6 

Coalesced  Cummings  O,  P,  RR  & Dina  C,  Pool  development 

Provost  Cummings  M 

21.1 

0.0 

Commingled  with  Lloydminster  M 

ATTACHMENT  I (cont’d) 


Initial  Established  Crude  Oil  Reserves 


Pool 

Provost  Cummings  S 

Provost  Cummings  Y 

Provost  Cummings  GG 

Provost  Cummings  HH 

Provost  Cummings  OO 

Provost  Cummings  M & Lloydminster  M 

Provost  Cummings  T and  Dina  W 

Provost  Cummings  HHH 

Provost  Cummings  KKK 

Provost  Cummings  QQQ 

Provost  Cummings  RRR 

Provost  Cummings  SSS 

Provost  Cummings  TTT 

Provost  Cummings  VW 

Provost  Cummings  WWW 

Provost  Cummings  XXX 

Provost  Cummings  YYY 

Provost  Cummings  ZZZ 

Provost  Cummings  A2A 

Provost  Cummings  B2B 

Provost  Cummings  C2C 

Provost  Cummings  D2D 

Provost  Cummings  E2E 

Provost  Cummings  G2G 

Provost  Dina  H 

Provost  Dina  M 

Provost  Dina  O 

Provost  Dina  R 

Provost  Dina  S 

Provost  Dina  FF 

Provost  Dina  JJ 

Provost  Dina  LL 

Provost  Dina  PP 

Provost  Dina  SS 

Provost  Dina  YY 

Provost  Dina  L2L  & S2S 

Provost  Dina  DDD 


At  31  Dec. 
1992 

ioV 

At  31  Dec. 
1993 

103m3 

Change 

103m3 

221.0 

394.0 

+ 173.0 

119.0 

140.0 

+21.0 

4.3 

6.0 

+ 1.7 

9.7 

40.0 

+30.3 

29.8 

729.0 

+41.2 

0.0 

51.8 

+6.4 

298.0 

357.0 

+59.0 

12.1 

0.0 

-12.1 

11.7 

0.0 

0.0 

Conf 

8.4 

Conf 

18.5 

Conf 

4.1 

Conf 

55.8 

Conf 

34.7 

Conf 

29.5 

Conf 

4.0 

Conf 

7.5 

0.0 

1.5 

0.0 

129.0 

+ 129.0 

0.0 

21.9 

+21.9 

Conf 

35.0 

Conf 

7.7 

Conf 

12.5 

Conf 

4.9 

0.3 

0.0 

-0.3 

12.4 

17.6 

+5.2 

278.0 

924.0 

+646.0 

19.8 

18.3 

-1.5 

738.0 

1117.0 

+ 190.0 

25.6 

27.8 

+2.2 

59.1 

58.5 

-0.6 

6.1 

18.1 

+ 12.0 

51.0 

105.0 

+54.0 

641.0 

628.0 

-13.0 

784.0 

1062.0 

+ 278.0 

222.0 

279.0 

+ 59.0 

10.4 

10.5 

+0.1 

Reason  for  Change 

Re-evaluation  - Increased  N & Ri 

Re-evaluation  - Decreased  N & Increased  Ri 

Re-evaluation  - Increased  Ri 

Pool  development  - Decreased  N & Increased  Ri 

Coalesced  Dina  E2E  into  Cummings  OO 

Pools  commingled 

Re-evaluation  - Increased  Ri 

Coalesced  into  Provost  Cummings  A 

Renamed  Lloydminster  YY 


Previously  Dina  JJJ 
Previously  part  of  Provost  Dina  R 


Coalesced  into  Cummings  HH 
Pool  development  - Increased  N 
Pool  development  - Increased  N & Ri 
Re-evaluation  - Decreased  N 
Coalesced  Dina  M3M  & V4V  into  Dina  S 
Coalesced  Dina  FF  & GG 
Re-evaluation  - Decreased  N 
Pool  development  - Increased  N & Ri 
Pool  development  - Increased  N & Ri 
Re-evaluation  - Decreased  N 
Re-evaluation  - Increased  N & Ri 
Re-evaluation  - Increased  N 
Re-evaluation  - Increased  N 


ATTACHMENT  I (cont’d) 


Initial  Established  Crude  Oil  Reserves 


At  31  Dec. 

At  31  Dec. 

Pool 

1992 

ioW 

1993 

103m3 

Change 

ICPm3 

Reason  for  Change 

Provost  Dina  JJJ 

35.2 

0.0 

-35.2 

Now  Provost  Cummings  A2A 

Provost  Dina  OOO 

39.3 

52.4 

+ 13.1 

Re-evaluation  - Increased  Ri 

Provost  Dina  RRR 

38.8 

37.8 

-1.0 

Re-evaluation  - Decreased  N 

Provost  Dina  WWW 

1.6 

0.4 

-1.2 

Pool  suspended 

Provost  Dina  ZZZ 

21.1 

20.8 

-0.3 

Re-evaluation  - Decreased  N 

Provost  Dina  D2D 

15.8 

0.0 

-15.8 

Coalesced  into  Provost  Dina  PPP 

Provost  Dina  M2M 

7.7 

2.9 

-4.8 

Re-evaluation  - Decreased  N 

Provost  Dina  020 

47.0 

65.7 

+ 18.7 

Pool  development  - Increased  Ri 

Provost  Dina  L3L 

17.3 

39.9 

+22.6 

Re-evaluation  - Increased  Ri 

Provost  Dina  W3W 

184.0 

173.0 

-11.0 

Re-evaluation  - Decreased  N 

Provost  Dina  Y3Y 

4.2 

0.1 

-4.1 

Pool  abandoned 

Provost  Dina  Z3  Z 

252.0 

277.0 

+ 16.3 

Coalesced  Provost  Dina  Z3Z  & S4S  Pools 

Decreased  N & Increased  Ri 

Provost  Dina  C4C 

29.8 

0.2 

-29.6 

Pool  abandoned 

Provost  Dina  G4G 

702.0 

611.0 

-91.0 

Pool  development  - Increased  N & Decreased  Ri 

Provost  Dina  141 

171.0 

353.0 

+ 182.0 

Pool  development  - Increased  Ri 

Provost  Dina  M4M 

3.7 

4.4 

+0.7 

Re-evaluation  - Increased  Ri 

Provost  Dina  N4N  (Water  Flood) 

43.4 

76.0 

+33.0 

Enhanced  recovery  recognition 

Provost  Dina  040 

11.9 

3.0 

-8.9 

Pool  abandoned 

Provost  Dina  W4W 

182.0 

287.0 

+ 105.0 

Pool  development  - Increased  N 

Provost  Dina  B5B 

Conf 

28.6 

Provost  Dina  D5D 

Conf 

9.0 

Provost  Dina  E5E 

190.0 

347.0 

+ 157.0 

Pool  development  - Increased  N 

Provost  Dina  F5F 

11.6 

63.6 

+52.0 

Pool  development  - Increased  N 

Provost  Dina  G5G 

Conf 

6.5 

Provost  Dina  H5H 

50.0 

179.0 

+95.1 

Pool  coalescence  - Dina  H5H  & R4R  Pools 

Provost  Dina  15 1 

Conf 

405.0 

Provost  Dina  J5J 

Conf 

11.4 

Provost  Dina  050 

0.0 

8.3 

Provost  Dina  PSP 

30.0 

18.6 

-11.4 

Re-evaluation  - Decreased  N 

Provost  Dina  R5R 

0.0 

461.0 

+ 129.0 

Previously  Ellerslie  L Pool  - Increased  Ri 

Provost  Ellerslie  D 

312.0 

372.0 

+60.0 

Pool  development  - Decreased  N & Increased  Ri 

Provost  Ellerslie  K 

366.0 

366.0 

0.0 

Renamed  Lloydminster  ZZ 

Provost  Ellerslie  L 

332.0 

0.0 

0.0 

Pool  deleted,  renamed  Dina  R5R 

Provost  Ellerslie  N 

1211.0 

1534.0 

+323.0 

Pool  development  - Increased  N & Increased  Ri 

Provost  Ellerslie  T 

123.0 

168.0 

+45.0 

Pool  development  - Increased  N & Increased  Ri 

Provost  Ellerslie  U 

0.0 

386.0 

+358.0 

Coalesced  Ellerslie  U & X Pools  - Pool  development 

ATTACHMENT  I (cont’d) 


Pool 

Provost  Ellerslie  V 
Provost  Ellerslie  W 
Provost  Ellerslie  Z 
Provost  Ellerslie  AA 
Provost  Ellerslie  BB 
Provost  Glauconitic  A 
Provost  Glauconitic  B 
Provost  Glauconitic  C 
Provost  Glauconitic  D 
Provost  Glauconitic  E 
Provost  Lloydminster  H 

Provost  Lloydminster  O 
(Primary) 

(Water  Flood) 

Provost  Lloydminster  U 
Provost  Lloydminster  CC 

Provost  Lloydminster  DD 
(Primary) 

(Water  Flood) 

Provost  Lloydminster  EE 

Provost  Lloydminster  GG 

Provost  Lloydminster  HH 

Provost  Lloydminster  II 

Provost  Lloydminster  KK 

Provost  Lloydminster  MM 

Provost  Lloydminster  NN 

Provost  Lloydminster  PP  (Water  Flood) 

Provost  Lloydminster  SS 

Provost  Lloydminster  UU 

Provost  Lloydminster  W 

Provost  Lloydminster  WW 

Provost  Lloydminster  XX 

Provost  Mannville  CC 

Provost  Mannville  S & Upper  Mannville  F 

Provost  Rex  F 

Provost  Sparky  G 

Provost  Sparky  I 

Provost  Upper  Mannville  B 


Initial  Established  Crude  Oil  Reserves 


Reason  for  Change 


At  31  Dec. 

1992 

ioW 

At  31  Dec. 

1993 

K^m3 

Change 

103m3 

Conf 

4.2 

Conf 

9.7 

Conf 

167.0 

Conf 

12.7 

0.0 

26.6 

1904.0 

2263.0 

+359.0 

Conf 

7.9 

Conf 

27.8 

0.0 

27.5 

+27.5 

Conf 

9.6 

12.0 

17.8 

+5.8 

80.0 

2445.0 

82.5 

3242.0 

+2.5 

+797.0 

24.6 

74.0 

+49.4 

8.5 

43.1 

+34.6 

15.9 

613.0 

53.1 

1240.0 

+37.2 

+627.0 

27.7 

32.3 

+4.6 

5.8 

7.0 

+ 1.2 

3.9 

7.8 

+3.9 

2.3 

6.8 

+4.5 

308.0 

517.0 

+209.0 

23.8 

37.8 

+ 14.0 

7.6 

9.2 

+ 1.6 

7.5 

18.7 

+ 11.2 

Conf 

8.4 

Conf 

325.0 

Conf 

25.6 

Conf 

4.1 

Conf 

23.3 

0.1 

0.1 

0.0 

0.0 

28.1 

+9.4 

0.0 

7.5 

Conf 

4.0 

Conf 

4.7 

1368.0 

2097.0 

+729.0 

Pool  development  - Decreased  N & Increased  Ri 

Previously  part  of  Provost  Blairmore  B 

Pool  development  - Decreased  N & Increased  Ri 

Re-evaluation  - Decreased  N & Increased  Ri 
Re-evaluation  - Increased  N & Ri 

Pool  development  - Increased  Ri 
Pool  development  - Increased  N & Ri 

Pool  development  - Increased  N & Ri 
Re-evaluation  - Decreased  N & Increased  Ri 

Re-evaluation  - Decreased  N & Increased  Ri 

Re-evaluation  - Increased  Ri 

Re-evaluation  - Increased  Ri 

Re-evaluation  - Increased  Ri 

Coalesced  with  Lloydminster  AAA 

Pool  development  - Increased  N & Ri 

Pool  development  - Decreased  N & Increased  Ri 

Enhanced  recovery  recognition 


Pool  abandoned 
Pools  commingled 


Pool  development  - Re-evaluation  - Increased  N & Ri 


ATTACHMENT  I (cont’d) 


Initial  Established  Crude  Oil  Reserves 


Pool 

Provost  Upper  Mannville  DD 
Provost  Upper  Mannville  YY 
Provost  Upper  Mannville  C4C 
Provost  Upper  Mannville  Y5Y 
Provost  Upper  Mannville  060 
Provost  Upper  Mannville  P6P 
Queenstown  Ellerslie  B 
Queenstown  Ellerslie  D 
Queenstown  Ellerslie  E 
Queenstown  Ellerslie  F 
Queenstown  Ellerslie  G 
Queenstown  Glauconitic  E 
Rainbow  Keg  River  F (Water  Flood) 

Rainbow  Keg  River  N (Gas  Flood) 

Rainbow  Keg  River  EE  (Water  Flood) 

Rainbow  Keg  River  ZZ 

Rainbow  Keg  River  OOO  (Water  Flood) 

Rainbow  Keg  River  121 

Rainbow  Keg  River  C3C 

Rainbow  Keg  River  R3R 

Rainbow  Keg  River  U3U 

Rainbow  Muskeg  II  & Keg  River  K 

Rainbow  Sulphur  Point  C 

Rainbow  Sulphur  Point  O 

Rainbow  South  Keg  River  E (Water  Flood) 

Rainbow  South  Keg  River  K 

Rainbow  South  Keg  River  Y 

Rainier  Lower  Mannville  C 

Randell  Gilwood  B 

Red  Coulee  Moulton  C (Primary) 

Red  Earth  Granite  Wash  ZZ 
Red  Earth  Granite  Wash  PPP 
Red  Earth  Granite  Wash  RRR 
Red  Earth  Granite  Wash  T2T 
Red  Earth  Granite  Wash  U2U 
Red  Earth  Granite  Wash  V2V 


At  31  Dec. 
1992 

io-W 

At  31  Dec. 
1993 

ioW 

Change 

lOV 

5.7 

0.0 

-5.7 

16.4 

18.0 

+ 1.6 

45.7 

87.6 

+41.9 

14.6 

47.4 

+32.8 

Conf 

9.8 

Conf 

17.0 

14.1 

9.8 

-4.3 

9.4 

151.0 

+ 141.6 

Conf 

17.1 

Conf 

18.4 

Conf 

11.4 

undef 

2.1 

0.0 

19080.0 

18870.0 

-210.0 

1000.0 

1279.0 

+279.0 

1612.0 

1668.0 

+56.0 

120.0 

135.0 

+ 15.0 

67.9 

70.2 

+2.3 

36.8 

44.1 

+7.3 

16.2 

5.4 

-10.8 

14.4 

47.5 

+33.1 

Conf 

22.3 

770.0 

880.0 

+ 110.0 

38.5 

51.4 

+ 12.9 

59.5 

90.0 

+30.5 

4004.0 

2695.0 

-1309.0 

77.8 

86.5 

+ 8.7 

Conf 

154.0 

undef 

2.5 

0.0 

Conf 

4.1 

0.0 

2.8 

+ 2.8 

2.2 

8.8 

+6.6 

67.8 

13.2 

-54.6 

7.6 

11.6 

+4.0 

Conf 

87.5 

2.2 

3.4 

+ 1.2 

undef 

4.2 

0.0 

Reason  for  Change 

Pool  deleted 

Re-evaluation  - Increased  Ri 

Pool  development  - Decreased  N - Increased  Ri 

Pool  development  - Increased  N & Ri 

Pool  abandoned 

Pool  development  - Increased  N & Ri 


Enhanced  recovery  recognition  - Increased  N & 
Decreased  Primary  Ri 

Enhanced  recovery  recognition  - Increased  N 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Pool  abandoned 

Pool  development  - Increased  N & Ri 

Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Decreased  Ri 
Re-evaluation  - Increased  Ri 


Establish  primary  reserves 
Resumed  Production  Operations 
Re-evaluation  - Decreased  N & Ri 
Resumed  Production  Operations 

Resumed  Production  Operations 


ATTACHMENT  I (cont’d) 


Initial  Established  Crude  Oil  Reserves 


Pool 

At  31  Dec. 
1992 

103m3 

At  31  Dec. 
1993 

103m3 

Change 

103m3 

Reason  for  Change 

Red  Earth  Slave  Point  C 

36.0 

40.8 

+4.8 

Re-evaluation  - Increased  Ri 

Redland  Lower  Mannville  B 

19.6 

24.8 

+5.2 

Re-evaluation  - Increased  N 

Redwater  Basal  Mannville  E 

38.0 

43.0 

+5.0 

Re-evaluation  - Increased  Ri 

Redwater  Basal  Mannville  H 

119.0 

198.0 

+ 79.0 

Re-evaluation  - Increased  Ri 

Redwater  Basal  Mannville  J 

30.5 

74.5 

+44.0 

Pool  development  - Increased  N & Ri 

Redwater  D-3 

128000.0 

130400.0 

+2400.0 

Re-evaluation  - Increased  Ri 

Redwater  Ellerslie  L 

Conf 

3.7 

Redwater  Ellerslie  M 

Conf 

7.4 

Redwater  Ellerslie  N 

undef 

7.3 

0.0 

Previously  undefined  - Pool  abandoned 

Redwater  Lower  Viking  H 

36.0 

43.2 

+7.2 

Re-evaluation  - Increased  Ri 

Retlaw  Mannville  R 

11.9 

16.7 

+4.8 

Re-evaluation  - Increased  Ri 

Retlaw  Mannville  LL 

300.0 

370.0 

+70.0 

Re-evaluation  - Increased  N 

Retlaw  Mannville  WW 

0.1 

0.0 

-0.1 

Pool  deleted  - no  production 

Retlaw  Mannville  AAA 

1.2 

5.9 

+4.7 

Resumed  Production  Operations 

Retlaw  Mannville  H3H 

0.0 

25.0 

+25.0 

Establish  oil  reserves 

Retlaw  Mannville  K3K 

0.0 

21.3 

+21.3 

New  pool  - previously  part  of  Mannville  LLL 

Ribstone  Sparky  B 

16.2 

19.4 

+3.2 

Re-evaluation  - Increased  Ri 

Ricinus  Cardium  L 

265.0 

360.0 

+95.0 

Re-evaluation  - Increased  N 

Ricinus  Cardium  GG 

12.1 

14.5 

+2.4 

Re-evaluation  - Increased  Ri 

Ricinus  Cardium  II 

0.1 

3.7 

+3.6 

Resumed  Production  Operations 

Ricinus  Cardium  TT 

216.0 

240.0 

+24.0 

Re-evaluation  - Increased  N & Decreased  Ri 

Ricinus  Cardium  WW 

0.4 

7.4 

+7.0 

Resumed  Production  Operations 

Ricinus  Cardium  ZZ 

110.0 

55.0 

-55.0 

Re-evaluation  - Decreased  Ri 

Ricinus  Cardium  GGG 

107.0 

85.0 

-96.9 

Coalesced  Cardium  EE  & QQ  Pools  - Decreased 

Ricinus  Cardium  PPP 

10.0 

16.0 

+6.0 

Re-evaluation  - Increased  Ri 

Ricinus  Cardium  RRR 

20.0 

24.0 

+40.0 

Re-evaluation  - Increased  Ri 

Ricinus  Cardium  WWW 

0.0 

6.3 

Rivercourse  General  Petroleum  A 

2.5 

0.0 

-2.5 

Pool  deleted 

Riviere  Ellerslie  C 

0.0 

4.6 

Rockyford  Upper  Mannville  E 

39.1 

90.3 

+51.2 

Enhanced  recovery  recognition 

Ronalane  Sawtooth  C 

211.0 

253.0 

+42.0 

Re-evaluation  - Increased  Ri 

Ronalane  Sawtooth  K 

233.0 

369.0 

+ 136.0 

Re-evaluation  - Increased  N & Ri 

Ronalane  Sawtooth  O 

117.0 

176.0 

+59.0 

Pool  development  - Increased  Ri 

Ronalane  Sawtooth  P 

47.2 

66.1 

+ 18.9 

Re-evaluation  - Increased  Ri 

Ronalane  Sawtooth  S 

34.6 

36.3 

+ 1.7 

Re-evaluation  - Increased  Ri 

Ronalane  Sawtooth  FF 

Conf 

0.1 

Pool  abandoned 

Ronalane  Sawtooth  GG 

0.0 

12.3 

ATTACHMENT  I (cont’d) 


Pool 

Rowley  Belly  River  H & Lower  Mannville  H 

Royal  Middle  Viking  D 

Rycroft  Charlie  Lake  C (Primary) 

Rycroft  Halfway  F 

Saddle  Hills  Charlie  Lake  C 

Seal  Slave  Point  G 

Seal  Slave  Point  H 

Seiu  Lake  Lower  Mannville  J 

Senex  Keg  River  M 

Senex  Keg  River  U 

Senex  Keg  River  CC 

Senex  Slave  Point  A 

Shadow  Gilwood  E 

Shane  Wabamun  B 

Shekilie  Keg  River  NNN 

Shekilie  Keg  River  B2B 

Shekilie  Keg  River  C2C 

Shekilie  Keg  River  D2D 

Shekilie  Keg  River  E2E 

Shekilie  Keg  River  F2F 

Shekilie  Keg  River  G2G 

Shekilie  Keg  River  121 

Shekilie  Keg  River  K2K 

Shekilie  Keg  River  M2M 

Shekilie  Keg  River  N2N 

Shekilie  Muskeg  H & Keg  River  PP 

Shouldice  Ellerslie  Q 

Shouldice  Glauconitic  E (Water  Flood) 

Shouldice  Glauconitic  I 

Shouldice  Glauconitic  N 

Sibbald  Upper  Mannville  D 

Simonette  D-3  (Primary) 

Simonette  D-3  B 
Simonette  D-3  D 
Sinclair  Doe  Creek  B 
Skaro  Cooking  Lake 
Slave  Granite  Wash  E 


Reason  for  Change 

Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Pool  development  - Increased  N 
Re-evaluation  - Increased  Ri 
Pool  deleted 

Pool  development  - Increased  N 
Pool  development  - Increased  N & Ri 

Pool  development  - Increased  N 
Pool  development  - Increased  N 


Initial  Established  Crude  Oil  Reserves 


At  31  Dec. 

1992 

lf^m3 

At  31  Dec. 

1993 

lOV* 

Change 

lOW 

49.5 

56.1 

+ 6.6 

0.5 

2.1 

+ 1.6 

5.9 

21.9 

+ 16.0 

25.5 

34.0 

+ 8.5 

12.3 

0.0 

-12.3 

61.6 

112.0 

+50.4 

26.9 

48.8 

+ 21.9 

undef 

5.8 

0.0 

31.3 

89.5 

+ 58.2 

30.8 

52.2 

+21.4 

Conf 

9.0 

50.6 

8.4 

-42.2 

50.1 

58.5 

+ 8.4 

41.6 

2.6 

-39.0 

2.1 

3.9 

+ 1.8 

50.0 

20.0 

-30.0 

140.0 

40.6 

-99.4 

160.0 

13.6 

-146.4 

5.0 

0.5 

-4.5 

160.0 

36.0 

-124.0 

162.0 

43.4 

-118.6 

286.0 

545.0 

+259.0 

Conf 

71.7 

Conf 

93.3 

Conf 

68.4 

0.0 

39.6 

-17.6 

0.0 

5.9 

+5.5 

150.0 

115.0 

-35.0 

80.0 

76.0 

-4.0 

12.3 

20.3 

+ 8.0 

0.1 

0.0 

-0.1 

5620.0 

5712.0 

+92.0 

52.6 

63.1 

+ 10.5 

Conf 

445.0 

47.7 

138.0 

+40.3 

47.4 

57.1 

+9.7 

9.2 

4.1 

-5.1 

Re-evaluation  - Decreased  N & Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Decreased  N & Ri 
Resumed  Production  Operations 
Re-evaluation  - Decreased  N 
Re-evaluation  - Decreased  N & Ri 
Re-evaluation  - Decreased  N & Increased  Ri 
Pool  abandoned 

Re-evaluation  - Decreased  N & Increased  Ri 
Re-evaluation  - Decreased  N & Increased  Ri 
Re-evaluation  - Increased  N 


Pools  commingled 

Previously  undefined,  Resumed  Production  Operations 

Re-evaluation  - Decreased  Ri 

Re-evaluation  - Decreased  Ri 

Pool  development  - Increased  N Increased  Ri 

Pool  deleted.  No  production 

Re-evaluation  - Increased  Ri 

Re-evaluation  - Increased  Ri 


Pool  development  - Increased  N & Ri 
Pool  development  - Increased  N 
Pool  abandoned 


ATTACHMENT  I (cont’d) 


Pool 

Slave  Slave  Point  Q 

Slave  Slave  Point  CC 

Snipe  Lake  Beaverhill  Lake  (Primary) 

Sousa  Keg  River  H 

Sousa  Keg  River  T 

Sousa  Sulphur  Point  A 

Spirit  River  Gething  C 

Spirit  River  Gething  D 

Spring  Rundle 

St.  Albert  Big  Lake  D-2  B 

St.  Anne  Banff  A 

St.  Anne  Banff  J 

Stanmore  Upper  Mannville  KK 

Stewart  Belly  River  B 

Strachan  Viking  A 

Strachan  Viking  B 

Strachan  Viking  C 

Stuigeon  Lake  D-3 

Sturgeon  Lake  South  Blueridge  A 

Suffield  Lower  Mannville  M 

Suffield  Lower  Mannville  P 

Swalwell  D-2  C 

Swan  Hills  Beaverhill  Lake  C (Primary) 

Swan  Hills  South  Beaverhill  Lake  D 

Swan  Hills  South  Beaverhill  Lake  E 

Sylvan  Lake  Detrital  D 

Sylvan  Lake  Detrital  E & Elkton  E 

Sylvan  Lake  Elkton  Shunda  H 

Sylvan  Lake  Glauconitic  G 

Sylvan  Lake  Jurassic  N 

Sylvan  Lake  Jurassic  II 

Sylvan  Lake  Lower  Mannville  Y 

Sylvan  Lake  Lower  Mannville  GG 

Sylvan  Lake  Ostracod  M 

Sylvan  Lake  Pekisko  C 

Sylvan  Lake  Pekisko  E 

Sylvan  Lake  Pekisko  Z 


Initial  Established  Crude  Oil  Reserves 


At  31  Dec. 
1992 

K^m3 

At  31  Dec. 
1993 

103m3 

Change 

103m3 

37.5 

11.3 

-26.2 

27.8 

15.1 

-12.7 

7.8 

9.9 

+2.1 

47.5 

59.4 

+ 11.9 

167.0 

54.0 

-113.0 

31.9 

0.3 

-31.6 

Conf 

86.9 

undef 

1.0 

-1.5 

13.0 

20.7 

+7.7 

25.1 

5.0 

-20.1 

24.4 

36.6 

+ 12.2 

21.0 

0.0 

-21.0 

Conf 

7.5 

Conf 

7.1 

52.8 

0.0 

0.0 

4.9 

0.2 

-4.7 

0.0 

10.6 

4300.0 

6615.0 

+2315.0 

177.0 

146.0 

-31.0 

5.0 

6.0 

+ 1.0 

166.0 

332.0 

+ 166.0 

222.0 

278.0 

+56.0 

679.0 

771.1 

+92.1 

undef 

35.2 

0.0 

undef 

3.0 

-1.9 

0.1 

4.4 

+4.3 

35.4 

39.9 

+4.5 

0.0 

101.0 

34.1 

67.2 

+33.1 

20.7 

27.3 

+6.6 

0.0 

3.1 

130.0 

195.0 

+65.0 

14.6 

18.3 

+3.7 

5.9 

6.5 

+0.6 

1194.0 

1393.0 

+ 199.0 

2.5 

24.2 

+21.7 

Conf 

31.5 

Reason  for  Change 

Pool  abandoned 

Pool  abandoned 

Re-evaluation  - Increased  Ri 

Re-evaluation  - Increased  Ri 

Re-evaluation  - Decreased  N & Increased  Ri 

Pool  abandoned 

Re-evaluation  - Increased  Ri 
Re-evaluation  - Decreased  Ri 
Re-evaluation  - Increased  Ri 
Added  to  Banff  C & D Pool 

see  Chedderville  Viking  A 
Resumed  Production  Operations 

Re-evaluation  - Increased  N & Decreased  Ri 
Re-evaluation  - Decreased  N 
Re-evaluation  - Increased  Ri 
Pool  development  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 

Resumed  Production  Operations 
Re-evaluation  - Increased  Ri 

Re-evaluation  - Increased  N & Ri 
Re-evaluation  - Increased  Ri 

Pool  development  - Increased  Ri 
Re-evaluation  - Increased  N & Decreased  Ri 
Re-evaluation  - Increased  Ri 
Pool  development  - Increased  N 
Resumed  Production  Operations 


ATTACHMENT  I (cont’d) 


Initial  Established  Crude  Oil  Reserves 


Pool 

At  31  Dec. 
1992 

103m3 

At  3 1 Dec . 
1993 

103m3 

Change 

io3™3 

Reason  for  Change 

Sylvan  Lake  Viking  M 

40.0 

15.6 

-24.4 

Re-evaluation  - Decreased  N & Ri 

Sylvan  Lake  Viking  N 

1.4 

0.0 

-1.4 

Pool  deleted  (now  part  of  Sylvan  Lake  Viking  A,  O and  S 
Pool  - commingled) 

Sylvan  Lake  Viking  DD 

4.0 

0.0 

-4.0 

Pool  deleted 

Sylvan  Lake  Viking  EE 

Conf 

3.3 

Sylvan  Lake  Viking  II 

0.0 

1.3 

Taber  Glauconitic  F 

undef 

25.6 

0.0 

Taber  Sawtooth  B 

Conf 

2.2 

Taber  Taber  H 

Conf 

6.4 

Taber  Taber  I 

390.0 

255.0 

-135.0 

Re-evaluation  - Decreased  N & Increased  Ri 

Taber  Taber  R 

0.0 

16.5 

Taber  North  Glauconitic  A 

2800.0 

3563.0 

+ 763.0 

Re-evaluation  - Increased  N & Ri 

Taber  North  Glauconitic  E 

388.0 

491.0 

+ 103.0 

Pool  development  - Increased  N 

Taber  North  Taber  C 

249.0 

321.0 

+ 72.0 

Re-evaluation  - Increased  Ri 

Taber  North  Taber  D 

300.0 

363.0 

+63.0 

Re-evaluation  - Decreased  N & Increased  Ri 

Taber  North  Taber  E 

34.4 

112.0 

+77.6 

Pool  development  - Increased  N 

Taber  North  Taber  O 

150.0 

200.0 

+50.0 

Re-evaluation  - Increased  Ri 

Taber  South  Glauconitic  C 

38.3 

41.1 

+2.8 

Pool  development  - Decreased  N & Increased  Ri 

Taber  South  Glauconitic  E 

21.8 

37.4 

+ 15.6 

Pool  development  - Increased  N & Decreased  Ri 

Taber  South  Glauconitic  F 

Conf 

11.6 

Taber  South  Livingstone  A 

Conf 

7.0 

Taber  South  Mannville  D (Water  Flood) 

40.0 

120.0 

+ 80.0 

Enhanced  recovery  recognition 

Taber  South  Mannville  F 

45.4 

176.0 

+ 130.6 

Pool  development  - Increased  N & Ri 

Taber  South  Mannville  N 

Conf 

12.8 

Taber  South  Sawtooth  A 

3.2 

4.8 

+ 1.6 

Re-evaluation  - Increased  Ri 

Taber  South  East  Mannville  D 

102.0 

154.0 

+34.0 

Coalesced  Mannville  D & E pools 

Tangent  D-l  E 

135.0 

108.0 

-27.0 

Re-evaluation  - Decreased  Ri 

Tangent  D-l  Q 

10.9 

6.3 

-4.6 

Pool  abandoned 

Tangent  D-l  R 

66.4 

37.4 

-29.0 

Re-evaluation  - Decreased  N & Ri 

Tangent  D-l  AA 

125.0 

50.6 

-74.4 

Re-evaluation  - Decreased  N & Ri 

Tangent  D-l  GG 

59.9 

22.2 

-37.7 

Re-evaluation  - Decreased  Ri 

Tangent  D-l  JJ 

197.0 

49.3 

-147.7 

Re-evaluation  - Decreased  N & Ri 

Tangent  D-l  TT 

20.4 

3.0 

-17.4 

Pool  abandoned 

Tangent  D-l  UU 

36.6 

48.8 

+ 12.2 

Re-evaluation  - Increased  N & Decreased  Ri 

Tangent  D-l  YY 

144.0 

24.0 

-120.0 

Re-evaluation  - Decreased  N & Ri 

Tangent  D-l  AAA 

36.1 

51.5 

+ 15.4 

Re-evaluation  - Increased  N & Decreased  Ri 

Tangent  D-l  CCC 

58.2 

9.7 

-48.5 

Re-evaluation  - Decreased  N & Ri 

ATTACHMENT  I (cont’d) 


Initial  Established  Crude  Oil  Reserves 


Pool 

At  31  Dec. 
1992 

KPm3 

At  31  Dec. 
1993 

103m3 

Change 

103m3 

Reason  for  Change 

Tangent  D-l  HI 

Conf 

24.2 

Tangent  D-l  MMM 

Conf 

20.4 

Tomahawk  Ostracod  D & E 

0.0 

56.6 

-28.3 

Pools  commingled  - Decreased  Ri 

Trout  Keg  River  A 

321.0 

342.0 

+21.0 

Pool  development  - Decreased  N & Increased  Ri 

Trout  Keg  River  C 

84.6 

204.0 

+ 119.4 

Pool  development  - Increased  N & Ri 

Trout  Keg  River  G 

5.4 

7.3 

-8.4 

Coalesced  Keg  River  E & G Pools 

Trout  Keg  River  J 

48.3 

63.0 

+ 14.7 

Re-evaluation  - Increased  N 

Trout  Keg  River  AA 

60.8 

12.1 

-48.7 

Re-evaluation  - Decreased  N & Ri 

Trout  Keg  River  DD 

5.0 

83.8 

+5.0 

Coalesced  Keg  River  Y & BB 

Trout  Keg  River  EE 

Conf 

43.0 

Trout  Keg  River  FF 

Conf 

12.0 

Trout  Keg  River  GG 

0.0 

6.0 

Turin  Lower  Mannville  BE 

4.8 

0.8 

-4.0 

Pool  abandoned 

Turin  Lower  Mannville  CCC 

0.2 

0.2 

0.0 

Pool  abandoned 

Turin  Lower  Mannville  GGG 

8.3 

6.8 

-1.5 

Pool  abandoned 

Turin  Lower  Mannville  UUU 

51.5 

68.6 

+ 17.1 

Re-evaluation  - Increased  Ri 

Turin  Lower  Mannville  YYY 

9.2 

14.2 

+5.0 

Resumed  Production  Operations 

Turin  Lower  Mannville  C2C 

5.2 

6.5 

+ 1.3 

Re-evaluation  - Increased  Ri 

Turin  Lower  Mannville  D2D 

undef 

2.1 

-13.0 

Turin  Lower  Mannville  E2E 

0.0 

10.6 

Turin  Upper  Mannville  P 

Conf 

39.2 

Turin  Upper  Mannville  Q 

Conf 

9.1 

Turin  Upper  Mannville  R 

Conf 

12.6 

Turner  Valley  Blairmore  A & B 

5.3 

6.1 

+0.7 

Re-evaluation  - Increased  Ri 

Twining  Lower  Mannville  B (Water  Flood) 

363.0 

390.0 

+27.0 

Re-evaluation  - Increased  Ri 

Twining  Lower  Mannville  F 

11.0 

13.0 

+2.0 

Re-evaluation  - Increased  Ri 

Twining  Rundle  J 

Conf 

4.0 

Utikuma  Lake  Keg  River  Sand  A (Primary) 

7420.0 

9046.0 

+ 1626.0 

Pool  development  - Increased  N & Ri 

Utikuma  Lake  Keg  River  Sand  N 

2280.0 

2486.0 

-42.0 

Coalesced  with  Keg  River  SS  K Pool 

Utikuma  Lake  Keg  River  Sand  O 

44.0 

22.0 

-22.0 

Re-evaluation  - Decreased  N 

Utikuma  Lake  Keg  River  Sand  R 

70.0 

86.4 

+ 16.4 

Re-evaluation  - Increased  N 

Utikuma  Lake  Keg  River  Sand  T 

115.0 

161.0 

+46.0 

Re-evaluation  - Increased  Ri 

Utikuma  Lake  Keg  River  Sand  QQ 

0.0 

99.0 

+99.0 

New  Pool  - Previously  part  of  Utikuma  Lake  Keg  River  SS 
N Pool 

Utikuma  Lake  Slave  Point  H 

26.8 

32.1 

+5.3 

Re-evaluation  - Increased  N & Decreased  Ri 

Valhalla  Boundary  I 

62.3 

70.6 

+ 8.3 

Re-evaluation  - Increased  Ri 

Valhalla  Doe  Creek  V 

Conf 

181.0 

Pool 

Valhalla  Doe  Creek  T & U 

Valhalla  Halfway  H 

Valhalla  Montney  A 

Verger  Mannville  I Pool 

Viking  Kinsella  Sparky  I 

Viking-Kinsella  Upper  Mannville  C 

Viking-Kinsella  Wainwright  B (Water  Flood) 

Virginia  Hills  Beaverhill  Lake  (Primary) 

Virgo  Keg  River  C 

Virgo  Keg  River  D (Water  Flood) 

Virgo  Keg  River  E (Water  Flood) 

Virgo  Keg  River  J 
Virgo  Keg  River  YY 

Virgo  Keg  River  CCC 
(Primary) 

(Water  Flood) 

Virgo  Keg  River  EEE 
Virgo  Keg  River  UUU 
Virgo  Keg  River  C2C 
Viigo  Keg  River  Y2Y 
Virgo  Keg  River  X4X 
Virgo  Keg  River  Y4Y 
Wainwright  Colony  CC 
Wainwright  Lloydininster  A 
Wainwright  Sparky  G 
Wainwright  Sparky  J (Water  Flood) 
Wainwright  Sparky  Z 
Wainwright  Wainwright  B 

Wainwright  Wainwright  C 
(Primary) 

(Water  Flood) 

Waskahigan  Dunvegan  B 
Waskahigan  Dunvegan  D 
Watts  Banff  J 
Watts  Banff  W 
Wayne-Rosedale  Banff  C 
Wayne-Rosedale  Basal  Quartz  F 
Wayne-Rosedale  Basal  Quartz  PP 


ATTACHMENT  I (cont’d) 
Initial  Established  Crude  Oil  Reserves 


At  31  Dec.  At  31  Dec. 

1992  1993  Change 

lQ-^m3  103m3  103m3  Reason  for  Change 


248.0 

497.0 

+247.0 

0.0 

8.3 

Conf 

69.0 

31.1 

0.0 

-31.1 

20.9 

41.1 

+20.2 

3.9 

4.6 

+0.7 

5239.0 

5855.0 

+616.0 

607.0 

660.0 

+53.0 

55.6 

58.4 

+2.8 

112.0 

125.0 

+ 13.0 

279.0 

223.0 

-56.0 

60.4 

63.6 

+3.2 

50.6 

80.0 

+29.4 

10.0 

1.4 

-8.6 

31.3 

23.9 

-7.4 

22.3 

39.2 

+ 16.9 

22.2 

22.3 

+0.1 

31.0 

59.6 

+28.6 

112.0 

82.2 

-29.8 

0.0 

176.0 

+ 176.0 

Conf 

30.9 

68.6 

75.5 

+6.9 

13.3 

14.6 

+ 1.3 

5.0 

5.4 

+0.4 

62.0 

77.5 

+ 15.5 

3.4 

5.1 

+ 1.7 

714.0 

618.0 

-96.0 

138.0 

28.1 

-107.4 

37.0 

163.0 

+ 126.0 

0.0 

0.1 

-0.1 

20.0 

26.6 

+6.6 

13.4 

4.1 

-9.3 

35.0 

11.6 

-23.4 

45.0 

51.6 

+6.6 

10.5 

10.8 

+0.3 

8.8 

11.0 

+2.2 

Re-evaluation  - Increased  Ri 

Name  changed  to  Bantry  Mannville  QQ 
Pool  development  - Increased  N 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Waterflood  Ri 
Re-evaluation  - Decreased  Ri 
Re-evaluation  - Increased  Ri 
Resumed  Production  Operations 

Pool  abandoned 

Resumed  Production  Operations 
Resumed  Production  Operations 
Resumed  Production  Operations 
Re-evaluation  - Decreased  Ri 
New  Pool  - Previously  classified  as  gas 

Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Enhanced  recovery  recognition  removed 

Enhanced  recovery  recognition 

Delete  oil  reserves  - gas  well 
Re-evaluation  - Increased  Ri 
Pool  abandoned 

Re-evaluation  - Decreased  N & Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 
Re-evaluation  - Increased  Ri 


ATTACHMENT  I (cont’d) 


Initial  Established  Crude  Oil  Reserves 


At  31  Dec. 

At  31  Dec. 

1992 

1993 

Change 

Pool 

lCPm3 

103m3 

103m3 

Reason  for  Change 

Wayne-Rosedale  Basal  Quartz  CCC 

51.0 

15.0 

-36.0 

Re-evaluation  - Decreased  N & Ri 

Wayne-Rosedale  Basal  Quartz  LLL 

Conf 

16.8 

Wayne-Rosedale  Glauconitic  PP 

0.0 

25.1 

+25.1 

Established  oil  reserves  - previously  gas  pool 

Wayne-Rosedale  Ostracod  M 

22.4 

33.6 

+ 11.2 

Re-evaluation  - Increased  Ri 

Wembley  Charlie  Lake  A 

9.0 

9.9 

+0.9 

Re-evaluation  - Increased  Ri 

West  Drumheller  Ireton  A 

48.9 

52.2 

+3.3 

Re-evaluation  - Increased  Ri 

Westerose  South  Glauconitic  D 

Conf 

18.9 

Westlock  Viking  R 

16.8 

3.3 

-13.5 

Pool  abandoned 

Westpem  Nisku  A (Solvent  Flood) 

2200.0 

2365.0 

+ 165.0 

Re-evaluation  - Increased  N 

Westpem  Nisku  D (Solvent  Flood) 

1804.0 

1968.0 

+ 164.0 

Re-evaluation  - Increased  N 

Westpem  Ostracod  G 

39.0 

200.0 

+ 161.0 

Re-evaluation  - Increased  N 

Westpem  Ostracod  K 

Conf 

25.2 

Whitecourt  Jurassic  L 

31.2 

0.1 

-31.1 

Pool  abandoned 

Whitecourt  Viking  C 

0.0 

7.3 

Widewater  Gilwood  A 

139.0 

252.0 

+ 113.0 

Pool  development  - Increased  N & Ri 

Wildmere  Lloydminster  A & Sparky  E (Primary) 

1885.0 

2514.0 

+629.0 

Re-evaluation  - Increased  Ri 

Wildmere  Sparky  P 

1.9 

0.0 

-1.9 

Pool  deleted 

Willesden  Green  Belly  River  AAA 

Conf 

8.9 

Willesden  Green  Cardium  A MU  #1 

0.0 

26610.0 

-26.0 

Commingled  Cardium  A,  Belly  River  CCC  & Viking  S Pools 

Willesden  Green  Second  White  Specks  F 

14.7 

19.1 

+4.4 

Re-evaluation  - Increased  Ri 

Willesden  Green  Second  White  Specks  H 

43.9 

21.9 

-22.0 

Re-evaluation  - Decreased  N 

Willesden  Green  Second  White  Specks  J 

13.2 

0.0 

-13.2 

Pool  deleted 

Willesden  Green  Viking  Z 

19.8 

26.4 

+6.6 

Re-evaluation  - Increased  Ri 

Wilson  Creek  Belly  River  M 

13.7 

0.0 

-13.7 

Pool  deleted 

Wilson  Creek  Viking  A 

32.8 

41.0 

+ 8.2 

Re-evaluation  - Increased  Ri 

Wimbome  D-2  A 

102.0 

171.0 

+69.0 

Re-evaluation  - Increased  N & Ri 

Wimbome  D-2  B 

40.7 

400.0 

+359.3 

Re-evaluation  - Increased  N & Ri 

Wimbome  D-3  A 

3900.0 

4030.0 

+ 130.0 

Re-evaluation  - Increased  Ri 

Windfall  D-3  G 

126.0 

15.7 

-100.3 

Re-evaluation  - Decreased  N & Ri 

Windfall  D-3  H 

23.8 

0.5 

-23.3 

Water  disposal  well 

Wintering  Hills  Lower  Mannville  T 

33.0 

39.6 

+6.6 

Re-evaluation  - Increased  Ri 

Wizard  Lake  D-2  A 

103.5 

110.0 

+ 6.5 

Re-evaluation  - Increased  Ri 

Woking  Charlie  Lake  A 

38.0 

0.0 

-38.0 

Coalesced  into  Woking  Halfway  B Pool 

Woking  Halfway  A 

6.5 

12.8 

+6.3 

Resumed  Production  Operations 

Woking  Halfway  B 

21.4 

201.0 

+ 179.6 

Pool  development  - Increased  N & Increased  Ri 

Worsley  Charlie  Lake  H 

Conf 

20.4 

Worsley  Doig  A 

Conf 

5.9 

ATTACHMENT  I (cont’d) 


Initial  Established  Crude  Oil  Reserves 


At  3 1 Dec . 

At  31  Dec. 

1992 

1993 

Change 

Pool 

K^m3 

lOV* 

lO^n3 

Reason  for  Change 

Worsley  Winterbum  A 

Conf 

10.6 

Wrentham  Glauconitic  A 

4.7 

0.0 

-4.7 

Added  to  Taber  South  Mannville  B Pool 

Wrentham  Lower  Mannville  E 

38.8 

49.9 

+ 11.1 

Re-evaluation  - Increased  Ri 

Wrentham  Lower  Mannville  H 

11.4 

17.1 

+5.7 

Re-evaluation  - Increased  Ri 

Zama  Keg  River  J 

47.7 

48.1 

+0.4 

Re-evaluation  - Increased  Ri 

Zama  Keg  River  M 

39.0 

13.3 

-25.7 

Re-evaluation  - Decreased  N & Ri 

Zama  Keg  River  UU 

20.5 

27.6 

+7.1 

Resumed  Production  Operations 

Zama  Keg  River  HHH 

38.4 

65.0 

+27.2 

Re-evaluation  - Increased  Ri 

Zama  Keg  River  M2M 

124.0 

99.1 

-24.9 

Re-evaluation  - Decreased  Ri 

Zama  Keg  River  S2S 

87.5 

91.0 

+ 3.5 

Re-evaluation  - Increased  Ri 

Zama  Keg  River  V2V 

24.8 

62.6 

+37.8 

Pool  development  - Increased  N 

Zama  Keg  River  X2X  (Primary) 

30.6 

35.7 

+5.1 

Re-evaluation  - Increased  Ri 

Zama  Keg  River  Z3Z 

167.0 

148.0 

-19.0 

Re-evaluation  - Decreased  Ri 

Zama  Keg  River  L4L 

(Primary) 

700.0 

96.3 

-603.7 

Enhanced  recovery  recognition 

(Water  Flood) 

0.0 

690.0 

+690.0 

Zama  Keg  River  S4S 

21.6 

23.4 

+ 1.8 

Re-evaluation  - Increased  Ri 

Zama  Keg  River  Y4Y 

7.0 

8.0 

+ 1.0 

Re-evaluation  - Increased  Ri 

Zama  Keg  River  Y5Y 

90.0 

107.0 

+ 17.0 

Pool  development  - Decreased  N & Increased  Ri 

Zama  Keg  River  B7B 

87.5 

35.0 

-52.5 

Re-evaluation  - Decreased  N & Ri 

Zama  Keg  River  C7C 

22.2 

0.0 

-22.2 

Added  to  Keg  River  L4L  Pool 

Zama  Keg  River  E7E 

Conf 

82.2 

Zama  Keg  River  F7F 

Conf 

93.3 

Zama  Keg  River  G7G 

Conf 

118.0 

Zama  Keg  River  H7H 

Conf 

25.2 

Zama  Keg  River  171 

Conf 

142.0 

Zama  Keg  River  J7J 

Conf 

93.0 

Zama  Keg  River  K7K 

Conf 

27.8 

Zama  Keg  River  L7L 

Conf 

12.8 

Zama  Keg  River  M7M 

Conf 

134.0 

Zama  Muskeg  H 

66.9 

74.5 

+7.6 

Re-evaluation  - Increased  Ri 

Zama  Sulphur  Point  U 

0.1 

11.4 

+ 11.3 

Resumed  Production  Operations 
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ATTACHMENT  U 


SCHEMES  WHICH  RECEIVED  ENHANCED  RECOVERY  RECOGNITION  IN  1993 


Pools 


Light  and  Medium  Crude  Oil 

Aonroval 

Depletion  Mechanism 

Bashaw  D-2  C 

6732 

Water  Flood 

Bashaw  D-2  G 

7274 

Water  Flood 

Bashaw  D-2  H 

6917 

Water  Flood 

Brazeau  River  Belly  River  FF 

6837 

Water  Flood 

Caroline  Elkton  M 

6863 

Water  Flood 

Enchant  Arcs  MM  & NN 

6796 

Water  Flood 

Excelsior  Mannville  F 

7184 

Water  Flood 

Gilby  Jurassic  B 

7328 

Water  Flood 

Long  Coulee  Sunburst  J 

6891 

Gas  Flood 

Pembina  Nisku  T 

6921 

Water  Flood 

Progress  Doe  Creek  A 

7023 

Water  Flood 

Progress  Halfway  J 

6748 

Water  Flood 

Rockyford  Upper  Mannville  E 

7012 

Water  Flood 

Valhalla  Doe  Creek  I 

6760 

Water  Flood 

Zama  Keg  River  L4L 

6581 

Water  Flood 

Heaw  Crude  Oil 

Alderson  Upper  Mannville  YY 

7188 

Water  Flood 

Alderson  Upper  Mannville  VVV 

7186 

Water  Flood 

Chauvin  South  Sparky  A & B 

6284 

Water  Flood 

Countess  Lower  Mannville  S 

6463 

Water  Flood 

Countess  Upper  Mannville  YY 

7256 

Water  Flood 

Countess  Upper  Mannville  HHH 

7247 

Water  Flood 

Countess  Upper  Mannville  BBB  & EEE 

6990 

Water  Flood 

Johnson  Glauconitic  B 

7235 

Water  Flood 

Provost  Dina  N4N 

6997 

Water  Flood 

Provost  Lloydminster  0 

6951 

Water  Flood 

Taber  South  Mannville  D 

6557 

Water  Flood 

Wainwright  Wainwright  C 

3249 

Water  Flood 

ATTACHMENT  III 


SCHEMES  APPROVED  IN  1993  AND  AWAITING  ENHANCED  RECOVERY  RECOGNITION 


Pools 

Lieht  and  Medium  Crude  Oil 

Aonroval 

Depletion  Meehan 

Boundary  Lake  South  Triassic  E 

7207 

Water  Flood 

Johnson  Upper  Mannville  H 

7329 

Water  Flood 

Kakwa  Main  Cardium  A 

7251 

Water  Flood 

Little  Horse  Gilwood  B,  C,  I 

7367 

Water  Flood 

Manyberries  Sunburst  Q 

7340 

Water  Flood 

Manyberries  Sunburst  00 

7240 

Gas  Flood 

Manyberries  Sunburst  VV 

7162 

Water  Flood 

Manyberries  Swift  B 

7199 

Water  Flood 

Mitsue  Gilwood  A 

7233 

Water  Flood 

Mitsue  Gilwood  A 

7298 

Water  Flood 

Mitsue  Gilwood  A 

7353 

Water  Flood 

Newell  Upper  Mannville  A 

7330 

Water  Flood 

Pembina  Cardium 

7305 

Water  Flood 

Progress  Boundary  Lake  B 

7405 

Water  Flood 

Progress  Boundary  Lake  C 

7406 

Water  Flood 

Rainbow  Sulphur  Point  0 

7178 

Water  Flood 

Shekilie  Keg  River  M2M 

7375 

Water  Flood 

Shekilie  Keg  River  N2N 

7177 

Water  Flood 

Shouldice  Glauconitic  I 

7149 

Water  Flood 

Westpem  Ostracod  G 

7374 

Water  Flood 

Zama  Keg  River  H3H 

7246 

Water  Flood 

Heaw  Crude  Oil 

Conrad  Ellis 

7386 

Water  Flood 

Countess  Upper  Mannville  D 

7247 

Water  Flood 

Countess  Upper  Mannville  III 

7347 

Water  Flood 

Little  Bow  Upper  Mannville  I 

7354 

Water  Flood 

Retlaw  Mannville  LL 

7351 

Water  Flood 

Viking  Kinsella  Sparky  F 

7366 

Water  Flood 

Wainwright  Wainwright 

7267 

Water  Flood 
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